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TITLE 3—THE PRESIDENT 

PROCLAMATION 2929 

Carrying Out the Torquay Protocol 
to the General Agreement on Tar¬ 
iffs and Trade and for Other Purposes 

BY THE PRESIDENT OF THE UNITED STATES 
OF AMERICA 
A PROCLAMATION 

1. WHEREAS (pursuant to the au¬ 
thority vested in the President by the 
Constitution and the statutes, including 
section 350 of the Tariff Act of 1930, as 
amended by section 1 of the act of June 
12. 1934, by the joint resolution ap¬ 
proved June 7, 1943, and by sections 2 
and 3 of the act of July 5, 1945 (ch. 474, 
43 Stat. 943; ch. 118, 57 Stat. 125; ch. 
2C9, 59 Stat. 410), the period for the 
exercise of the authority under the said 
section 350 having been extended by 
section 1 of the said act of July 5, 1945, 
until the expiration of three years from 
June 12. 1945) on October 30, 1947, I 
entered into a trade agreement with the 
Governments of the Commonwealth of 
Australia, the Kingdom of Belgium, the 
United States of Brazil, Burma, Can¬ 
ada, Ceylon, the Republic of Chile, the 
Republic of China, the Republic of Cuba, 
the Czechoslovak Republic, the French 
Republic, India, Lebanon, the Grand 
Duchy of Luxembourg, the Kingdom of 
the Netherlands, New Zealand, the 
Kingdom of Norway, Pakistan, Southern 
Rhodesia, Syria, the Union of South 
Africa, and the United Kingdom of 
Great Britain and Northern Ireland, 
which trade agreement consists of the 
General Agreement on Tariffs and 
Trade and the related Protocol of Pro¬ 
visional Application thereof, together 
with the Final Act Adopted at the Con¬ 
clusion of the Second Session of the 
Preparatory Committee of the United 
Nations Conference on Trade and Em¬ 
ployment which authenticated the texts 
of the said General Agreement and the 
said Protocol (61 Stat. (Parts 5 and 6) 
A7.AH and A2051); 

2. WHEREAS, by Proclamation No. 
2761A * 1 of December 16, 1947 (61 Stat. 
D03), I proclaimed such modifications 
of existing duties and other import re¬ 
strictions of the United States of Amer- 

1 12 F. R. 88G3. 


lea and such continuance of existing 
customs or excise treatment of articles 
imported into the United States of 
America as were then found to be re¬ 
quired or appropriate to carry out the 
said trade agreement specified in the 
first recital of this proclamation on and 
after January 1, 1948, which proclama¬ 
tion has been supplemented by the proc¬ 
lamations referred to in the second 
recital of Proclamation No. 2867 2 * of De¬ 
cember 22, 1949 (3 CFR, 1949 Supp., p. 
55), and by the said proclamation of 
December 22. 1949. Proclamation No. 
2874,“ of March 1,1950, Proclamation No, 
2884 4 of April 27, 1950, Proclamation No. 
2888 9 of May 13, 1950, Proclamation No. 
2901 9 of September 6,1950, Proclamation 
No. 2908 T of October 12, 1950, and Proc¬ 
lamation No. 2912* of October 30, 1950 
(3 CFR, 1950 Supp., pp. 21, 28, 32, 51, 63, 
and 68); 

3. WHEREAS, I. HARRY S. TRUMAN, 
President of the United States of Amer¬ 
ica, have found as a fact that certain 
existing duties and other import restric¬ 
tions of the United States of America, the 
Republic of Austria, the Kingdom of Bel¬ 
gium, the United States of Brazil, 
Canada, the Kingdom of Denmark, the 
Dominican Republic, the French Repub¬ 
lic, the Federal Republic of Germany, 
the Republic of Indonesia, the Italian 
Republic, the Republic of Korea, the 
Grand Duchy of Luxembourg, the King¬ 
dom of the Netherlands, the Kingdom of 
Norway, Peru, the Kingdom of Sweden, 
and the Republic of Turkey are unduly 
burdening and restricting the foreign 
trade of the United States of America 
and that the purposes declared in the 
said section 350 of the Tariff Act of 1930. 
as amended by the acts specified in the 
first recital of this proclamation and by 
sections 4 and 6 of the Trade Agreements 
Extension Act of 1949 (63 Stat. 698). will 
be promoted by a trade agreement be¬ 
tween the Government of the United 
States of America and the Governments 


* 14 F. R. 7723. 

* 15 F. R. 1217. 

4 15 F. R. 2479. 

• 15 F. R. 3043. 

• 15 F. R. 6063. 

1 15 F. R. 6981. 
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Published daily, except Sundays. Mondays, 
and days following official Federal holidays, 
by the Federal Register Division, National 
Archives and Records Service, General Serv¬ 
ices Administration, pursuant to the au¬ 
thority contained in the Federal Register 
Act, approved July 26, 1935 (49 Stat. 600, as 
amended; 44 U. S. C., ch. 8B), under regula¬ 
tions prescribed by the Administrative Com¬ 
mittee of the Federal Register, approved by 
the President. Distribution is made only by 
the Superintendent of Documents, Govern¬ 
ment Printing Office, Washington 25, D. C. 

The regulatory material appearing herein 
is keyed to the Code of Federal Regulations, 
which Is published, under 60 titles, pursuant 
to section 11 of the Federal Register Act, as 
amended June 19, 1937. 

The Federal Register will be furnished by 
mall to subscribers, free of postage, for $1.50 
per month or $15.00 per year, payable in 
advance. The charge for individual copies 
(minimum 15tf) varies in proportion to the 
size of the issue. Remit check or money 
order, made payable to the Superintendent 
of Documents, directly to the Government 
Printing Office, Washington 25, D. C. 

There are no restrictions on the republica¬ 
tion of material appearing in the Federal 
Register. 


CODE OF FEDERAL 
REGULATIONS 

1949 Edition 
POCKET SUPPLEMENTS 

(For use during 1951) 

The following Pocket Supplement, are now 
available; 

Title 24 ($0.75) 

Title 32 ($1.50) 

Title 33 ($0.45) 

Titles 47-48 ($0.70) 

Previously announced: Titles 4-5 ($0.35); 
Title 6 ($1.50); Title 7, Parts 1-209 
($0.75); Parts 210-899 ($1.50); Part 900 
to end ($1.25); Title 8 ($0.35); Title 9 
($0.25); Titles 10-13 ($0.30); Title 14, 
Part 400 to end ($0.45); Title 15 ($0.45); 
Title 16 ($0.40); Title 17 ($0.25); Title 18 
($0.35); Title 19 ($0.30); Title 20 ($0.30); 
Title 21 ($0.65); Titles 22-23 ($0,351; 
Title 25 ($0.25); Title 26: Parts 1-79 
($0.30); Parts 80-169 ($0.25); Parts 
170-182 ($0.50); Parts 183-299 ($1.25); 
Title 26: Parts 300 to end; and Title 27 
($0.30); Titles 28-29 ($0.60); Titles 30- 
31 ($0.35); Titles 35-37 ($0.30); Titles 
40-42 ($0.35) 


Order from Superintendent of Documents, 
Government Printing Office, Washington 
25, D. C. 


CONTENTS—Continued 

Commodify Credit Corporation Pa 8 8 

Rules and regulations: 

Naval stores; 1951 gum price 
support loan program_ 5339 


CONTENTS—Continued 


Customs Bureau Pa 8 8 

Rules and regulations; 

Appraisement_ 5394 

Cartage and lighterage_ 5394 


Defense Transport Administra¬ 
tion 

Delegation of authority to Admin¬ 
istrator regarding NPA Order 
M-4 (see National Production 
Authority). 

Economic Stabilization Agency 

See Price Stabilization, Office of. 

Federal Maritime Board 

Notices; 

South Atlantic Steamship Line, 
Inc.; application to bareboat 
charter government-owned, 


war-built, dry-cargo vessels— 5400 

Federal Power Commission 

Notices; 

Phillips Petroleum Co., hear¬ 
ing _ 5400 


Federal Security Agency 

See Food and Drug Administra¬ 
tion. 

Delegation of authority to Admin¬ 
istrator regarding NPA Order 
M-4 (see National Production 
Authority). 

Federal Trade Commission 

Notices: 

Set-up paper box industry; 
hearing- 5402 

Food and Drug Administration 

Rules and regulations: 

Antibiotic and antibiotic-con¬ 


taining drugs: 

Certification_ 5395 

Tests __ 5395 


Monosodium glutamate and 
other hydrolyzed vegetable 
products; statements of gen¬ 
eral policy or interpretation. 5394 

Foreign and Domestic Com¬ 
merce Bureau 

See International Trade, Office of. 

Housing and Home Finance 
Agency 

Delegation of authority to Admin¬ 
istrator regarding NPA Order 
M-4 (see National Production 
Authority). 

Housing Expediter, Office of 

Rules and regulations: 

Rent, controlled; housing and 
rooms in rooming houses and 
other establishments; Cali¬ 
fornia, Illinois, Michigan, 
Missouri and New Jersey_ 5398 

Immigration and Naturaliza¬ 
tion Service 

Rules and regulations: 

Officers, field, powers and du¬ 
ties; remittance of fees_ 5390 

Interior Department 

Delegation of authority to Secre¬ 
tary regarding NPA Order M-4 
(see National Production Au¬ 
thority), 

Performance of certain functions 
of President by Secretary (see 
Executive order). 


CONTENTS—Continued 


International Trade, Office of pa 8 e 

Rules and regulations: 

Licensing policies and related 

special provisions- 5391 

Licenses: 

General_ 5391 

Project- 5391 

Positive list of commodities and 

related matters_ 5393 

Priority ratings and supply as¬ 
sistance assigned- 5391 


Interstate Commerce Commis¬ 
sion 

Notices: 

Applications for relief: 

Aluminum, scrap, to southern 

and official territories_ 5402 

Coke from Alabama to De¬ 
catur, Ga- 5404 

Gas, liquefied petroleum, from 

Mobile, Ala...-- 5403 

Methanol from Military, 

Kans., to western trunk¬ 
line territory- 5403 

Petroleum products from Wil¬ 
mington, N. C- 5403 

Rates, commodity, between 
points in western trunk-line 

territory_ 5403 

Sulphate black liquor skim- 

mings to Natchez, Miss- 5402 

Tin, scrap, or terne plate from 
Orlando, Fla., to Pittsburgh, 

Pa. 5404 

Justice Department 

See Alien Property, Office of; Im¬ 
migration and Naturalization 
Service. 

National Production Authority 

Notices: 

Delegations of authority re¬ 
garding NPA Order M-4: 
Directors of regional offices 
and managers of district 


offices of Commerce De¬ 
partment_ 5401 

Federal Security Administra¬ 
tor et al_ 5401 


Petroleum Administration for 
Defense 

Delegation of authority to Admin¬ 
istrator regarding NPA Order 
M-4 (see National Production 
Authority). 

Price Stabilization, Office of 

Rules and regulations: 

Fats and oils (CPR 6).. 5398 

Manufacturers’ general ceiling 
price regulation; use of for¬ 
mula pricing by converters of 
paperboard (CPR 22, SR 5) — 5399 

Production and Marketing Ad¬ 
ministration 

Rules and regulations: 

Lima beans, canned, U. S. 
standards for grades; correc¬ 
tion_ 5390 

Securities and Exchange Com¬ 
mission 

Notices: 

Hearings, etc.: 

Birmingham Electric Co- 5405 

Indiana & Michigan Electric 

Co.. 5407 

Kaye, Paul. 5404 




































Thursday , June 7, 1951 


FEDERAL REGISTER 


5383 


CONTENTS—Continued CODIFICATION GUIDE—Con. 


Securities and Exchange Com- Pa 8 0 
mission—Continued 

Notices—Continued 
Hearings, etc.—Continued 
Lawrence Gas and Electric 

Co_ 5406 

New England Power Co. and 
Lowell Electric Light Corp- 5406 

North American Co. et al_ 5404 

Union Electric Co. of Missouri 
and Union Electric Power 

Co—. 5405 

Washington Water Power Co- 5407 

Treasury Department 

See Customs Bureau. 

Veterans’ Administration 
Delegation of authority to Admin¬ 
istrator regarding NPA Order 
M-4 (see National Production 
Authority). 

CODIFICATION GUIDE 

A numerical list of the parts of the Code 
ot Federal Regulations affected by documents 
published in this issue. Proposed rules, as 
opposed to final actions, are identified as 

EUCh. 


Title 3 

Chapter I (Proclamations): 

2761A (see Proc. 2929). 

2764 (amended by Proc. 2929). 
2867 (see Proc. 2929). 

2874 (see Proc. 2929). 

2884 (see Proc. 2929). 

2888 (see Proc. 2929). 

2901 (see Proc. 2929). 

2908 (see Proc. 2929), 

2912 (see Proc. 2929). 

2929_ 

See also Letter, June 2,1951. 
Chapter H (Executive orders): 

10250 _ 

Chapter m (Presidential docu¬ 
ments other than Proclama¬ 
tions and Executive orders): 

Letter, June 2,1951_ 

Title 5 
Chapter I: 

Part 24_ 

Title 6 
Chapter IV: 

Part 638_ 

Title 7 
Chapter I: 

Part 52__ 

Title 8 

Chapter I: 

Part 60_ 

Title 15 
Chapter m: 

Part 371_ _ 

Part 373_ 

Part 374_ 

Part 398_ 

Part 399_I III III __ 11 

Title 19 
Chapter I: 

Part 14_ 

Part 21 _I’"’ "I"“ 

Title 21 
Chapter I: 

Part 3_ 

Part 141_HU II 

Part 146_ 


Page 


5381 


5385 


5386 


5389 


5389 


5390 


5390 


5391 

5391 

5391 

5391 

5393 


5394 

5394 


6394 

5395 

5395 


Title 24 Page 

Chapter VIU: 

Part 825. 5398 

Title 32A 

Chapter in (OPS): 

CPR 6_. 5338 

CPR 22. SR 5_ 5399 

Title 41 
Chapter ni: 

Part 301_ 5400 


of some or all of the other countries 
named in this recital; 

4. WHEREAS reasonable public notice 
of the intention to conduct trade-agree¬ 
ment negotiations with the governments 
of the countries other than the United 
States of America named in the third 
recital of this proclamation was given, 
the views presented by persons interested 
in such negotiations were received and 
considered, and information and advice 
with respect to such negotiations was 
sought and obtained from the United 
States Tariff Commission, the Depart¬ 
ments of State. Defense, Agriculture, and 
Commerce, and from other sources; 

5. WHEREAS (pursuant to the author¬ 
ity vested in the President by the Consti¬ 
tution and the statutes, including the 
said section 350 of the Tariff Act of 1930, 
as amended by the acts specified in the 
first and third recitals of this proclama¬ 
tion. the period for the exercise of the 
authority to enter into trade agreements 
under the said section 350 having been 
extended by section 3 of the Trade Agree¬ 
ments Extension Act of 1949 until the 
expiration of three years from June 12, 
1948), the trade-agreement negotiations 
with the countries named in the third 
recital of this proclamation having been 
successfully carried out, on April 21,1951, 

I entered, through my duly empowered 
plenipotentiary, into a trade agreement 
providing for the accession to the said 
General Agreement specified in the first 
recital of this proclamation of the Gov¬ 
ernments of the Republic of Austria, the 
Federal Republic of Germany, the Re¬ 
public of Korea, the Republic of the Phil¬ 
ippines, Peru, and the Republic of 
Turkey, and for the application of the 
relevant provisions of the said General 
Agreement to additional schedules of 
concessions relating to countries already 
contracting parties thereto, including the 
countries named in the third recital of 
this proclamation other than the United 
States of America and other than those • 
countries previously named in this re¬ 
cital, which trade agreement consists of 
the Torquay Protocol to the General 
Agreement on Tariffs and Trade, dated 
April 21, 1951, including the Annexes 
thereto, authentic in the English and 
French languages as indicated therein, 

a copy of which is annexed to this proc¬ 
lamation; • 


•Not printed in the Federal Register: The 
English text of the protocol has been pub¬ 
lished by the Contracting Parties to the Gen¬ 
eral Agreement on Tariffs and Trade, under 
the title of “The Torquay Protocol to the 
General Agreement on Tariffs and Trade and 
the Torquay Schedules of Tariff Concessions”, 
Geneva, 1951. The English text of “Torquay 


6. WHEREAS, in view of the provi¬ 
sions of section 508 of the Philippine 
Trade Act of 1946 (ch. 244, 60 Stat. 158), 
no trade-agreement negotiations were 
entered into by the Government of the 
United States of America with the Gov¬ 
ernment of the Republic of the Philip¬ 
pines and Article XXXV of the said 
General Agreement specified in the first 
recital of this proclamation, as amended 
by the Protocol Modifying Certain Pro¬ 
visions of the General Agreement on 
Tariffs and Trade, dated March 24. 1948 
(Treaties and Other International Acts 
Series 1761-1765, p. 49). has been in¬ 
voked to prevent the General Agreement 
from applying between the United States 
of America and the Republic of the 
Philippines; 

7. WHEREAS, the said Torquay Pro¬ 
tocol specified in the fifth recital of this 
proclamation having been signed on be¬ 
half of the Government of the United 
States of America on April 21,1951. pur¬ 
suant to paragraph 3 thereof, Schedule 
XX contained in Annex A thereto will 
become a schedule to the General Agree¬ 
ment relating to the United States of 
America on June 6, 1951; 

8. WHEREAS, under paragraph 4 of 
the said Torquay Protocol specified in 
the fifth recital of this proclamation, a 
government which has signed the said 
Torquay Protocol may withhold in whole 
or in part any concession provided for in 
the schedule annexed thereto which was 
initially negotiated with a government 
which has not signed the said Torquay 
Protocol; 

9. WHEREAS I find that each modi¬ 
fication of existing duties and other im¬ 
port restrictions of the United States of 
America and each continuance of exist¬ 
ing customs or excise treatment of arti¬ 
cles imported into the United States of 
America which is hereinafter proclaimed 
in Part I of this proclamation will be re¬ 
quired or appropriate to carry out the 
said trade agreement specified In the said 
fifth recital of this proclamation on and 
after such date as may be notified by 
the President to the Secretary of the 
Treasury, and published in the Federal 
Register, 10 as the date on and after which 
the President considers such modifica¬ 
tion or undertaking to continue treat¬ 
ment should not be withheld pursuant 
to the said paragraph 4 of the Torquay 
Protocol referred to in the eighth recital 
of this proclamation; 

10. WHEREAS item 781 [part] (Gen¬ 
eva), item 1205 [first] (Geneva), and 
items 1532 (a) [part] (Geneva) and 1532 
(a) in Part I of Schedule XX contained 
in Annex A to the said Torquay Protocol 
specified in the fifth recital of this proc- 


Schedule XX (United States of America)'* 
has been published by the Department of 
State as Publication 4228 (Commercial Pol¬ 
icy Series 136), and will be reproduced In 
Treasury Decisions (Customs). The text in 
the languages in which authentic, together 
with an English translation of those portion* 
authentic In French only, will be published 
In Treaties and Other International Acts 
Series and In United States Treaties and 
Other International Agreements. 

“See F. R. Doc. 51-6617, infra . 
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THE PRESIDENT 


Items In Part I, 
Schedule XX, 
Torquay Protocol 


Amendments of Items In the 9th recital of the Proclamation of Jan. 1,1043 


28 (a) [second].., 


205 (c)... 

411 .. 

412 [first). 

724.. 


m [first). 


1513 Ifirst). 


15131 third].. 

1513 isixth] and 1513 
(seventh]. 


1516. 

1530 (e) Ifirst).. 


1637 (b) [first). 

1541 fa) [first); 20% ad 
val. Ifirst such rate). 

1544.. 

1658. 


The further amendment of the description In item 23 (a) [second), as amended, to read: 
"2-BenzyM, Mmidazolinc hydrochloride, methylphenethylhydantoin, pbenylbenzyl- 
amlnocthyl imidazoline hydrochloride, and other products derived from Imidazoline or 
bydantoln; all the foregoing, if medicinals and obtained, derived, or manufactured In 
whole or in part from any ol the products provided for In paragraph 27 or 1651, Tariff Act 
of 1030". 

The deletion of item 205 (e). , .. r* „ .. 

The Insertion in item 411, os amended, of "or osier or willow’ after "straw’ within the 
parentheses. 

The deletion of item 412 [second). 

The amendment of the description In item 724 Ifirstl by Inserting the following after "maize 
and before the comma: _ . t _ , , . 

"(except seed corn or maize, certified by a responsible officer or agency of a foreign pov 
eminent In accordance with the rules and regulations of that government to have been 
grown and approved especially for use as seed, in containers marked with tho foreign 
government's official certified seed corn tags)”. 

The amendment of the description in item 804 to read: 

“Still wines produced from rtoih.v, containing over 14% of absolute alcohol by volum* 
(except such wines entitled under regulations of the United States Bureau of Internal 
Kevonue to a type designation which includes the name ‘Marsala,’ if so designat* 1 on 
the approved label, and if in containers holding each not over 1 gallon: and not in¬ 
cluding vermuth)". . . 

The further amendment of the description in Item 1513 [the third such item, as originally 
set forth in Ihe Proclamation of January 1. 194S), as amended, to read: 

"1 tolls wholly or in chief value of china, porcelain, |Nirian. bisque, earthenware, or 
stoneware; and parts of dolls (including clothing), and doll heads, of whatever ma¬ 
terials compose*! (except those wholly or in chief value of any product provided for 
In iwrairrapb 31, Tariff Act of 1930, and except those in any part, however small, of 
any of the laces, fabrics, embroideries, or other materials or articles provided for in 
paragraph 1529 (a). Tariff Act of 1930)". . , . _ , 

The deletion of item 1513 |the fourth sue : item, as originally set forth in the Proclamation 
of January 1,1948]. , 

The further amendment of Item 1513 Ithc fifth such item, as originally set forth in the Proc- 
tarnation of January 1, 1948), as amended, by deleting "Other" and substituting therefor 
tho following: . , . . , , . 

‘•Stuffed animal figures not having a spring mechanism, not over 0 inches high and 
valued under 35 cents each, or 

over *> but not over 11 Inches high and valued under $1 each, or 
over 11 but not over 14 inches high and valued under $2 each, or 
over 14 inches high and valued under $3.50 each". 

The deletion of item 1510. 

The further amendment of item 1530 (e), as amended, to read as follows: 

"1530 (c) Boots, shoes, or other footwear (including athletic or sporting boots ana 
shoes), made wholly or hi chief value of leather, not specially provided for: 

Huaraches.-.18% ad vah 

Turn or turned boots and shoes (except those for women and misses)—8% ad val. 
Turn or turned footwear for men, youths, or boys (except boots and 

s j 10fts ).....16% ad val. 

The amendmentof item 1537 (h), as rectified, by the insertion of "heels and soles for foot 
wear," after "or other footwear," within the parentheses. 

The amendment of item 1541 (a) by inserting "(except bows for stringed instruments and 
parts of such bows)" before the period at the end of the description. 

The deletion of item 1544, added by the aforesaid proclamation of November 30,1949 
The further amendment of item 1558, as amended, to read as follows: 

"1558 All articles manufactured, in whole or in part, not specially provided for 

Coconut shell char and marine glue pitch.—.IJzj n( | v , 

Peg food, unfit for human consumption..—. *so aa ' 31 

Edible preparations for human consumption: 

Preparations for flavoring or seasoning food, in chief value of yeast 

extract and containing no alcohol (not including sauces)- v .10/© aa vsi 

Other (except banana flour, frog legs, plantain flour, thick soy, 
and yeast).. 


lamation provide for the withdrawal in 
part of each of items 781, 1205 Ifirst], 
and 1532 (a), respectively, in Part I of 
Schedule XX (original) to the said Gen¬ 
eral Agreement specified in the firit re¬ 
cital of this proclamation; 

11. WHEREAS (pursuant to the au¬ 
thority vested in the President by the 
Constitution and the statutes, including 
the said section 350 of the Tariff Act of 
1930. as amended by the acts specified 
in the first recital of this proclamation, 
the period for the exercise of the author¬ 
ity under the said section 350 having 
been extended by section 1 of the said 
act of July 5, 1945, until the expiration 
of three years from June 12, 1945) on 
October 30, 1947, I entered into an ex¬ 
clusive trade agreement with the Gov¬ 
ernment of the Republic of Cuba (61 
Stat. <pt. 4) 3699), which exclusive trade 
agreement includes certain portions of 
other documents made a part thereof 
and provides for the treatment in respect 
of ordinary customs duties of products 
of the Republic of Cuba imported into 
the United States of America; 

12. WHEREAS, by Proclamation No. 
2764 of January 1, 1948 <3 CFR, 1948 
Supp., p. 11). I proclaimed such modifi¬ 
cations of existing duties and other im¬ 
port restrictions of the United States of 
America in respect of products of the 
Republic of Cuba and such continuance 
of existing customs and excise treatment 
of products of the Republic of Cuba im¬ 
ported into the United States of America 
as were then found to be required or 
appropriate to carry out the exclusive 
trade agreement specified in the eleventh 
recital of this proclamation on and after 
January 1,1948, which proclamation has 
been supplemented by the proclamations 
referred to in the fourth recital of the 
said proclamation of December 22. 1949, 
specified in the second recital of this 
proclamation, and by the said proclama¬ 
tions of December 22, 1949, March 1, 
1950, April 27. 1950, May 13, 1950, Sep¬ 
tember 6, 1950, and October 12, 1950, 
specified in the second recital of this 
proclamation; 

13. WHEREAS I determine that, in 
view of the finding set forth in the ninth 
recital of this proclamation, each of the 
following amendments, or an appro¬ 
priate part of such an amendment, of 
the list set forth in the ninth recital of 
the said proclamation of January 1, i948. 
specified in the twelfth recital of this 
proclamation, as amended and rectified, 
will be required or appropriate to carry 
out the said exclusive trade agreement 
specified in the eleventh recital of this 
proclamation on and after the date noti¬ 
fied by the President to the Secretary of 
the Treasury in accordance with Part I 
*<b) (I) of this proclamation with respect 
to the application of the concession, or 
of the corresponding part of a conces¬ 
sion, in Part I of Schedule XX contained 
in Annex A to the said Torquay Protocol 
specified in the fifth recital of this proc¬ 
lamation which is identified in the col¬ 
umn at the left of the respective amend¬ 
ment: 


NOW, THEREFORE, I, HARRY S. 
TRUMAN. President of the United States 
of America, acting under and by virtue 
of the authority vested in me by the 
Constitution and the statutes, including 
the said section 350 of the Tariff Act of 
1930, as amended by the acts specified in 
the first and third recitals of this proc¬ 
lamation, do proclaim as follows; 

Part I 

To the end that the said trade agree¬ 
ment specified in the fifth recital of this 
proclamation may be carried out: 

(a) Subject to the provisions of sub¬ 
division (b) of this Part, such modifica¬ 
tions of existing duties and other import 
restrictions of the United States of 
America and such continuance of exist¬ 
ing customs or excise treatment of ar¬ 
ticles imported into the United States of 
America as are specified or provided for 
in paragraphs 1 to 12, inclusive, of the 
said Torquay Protocol specified in the 
fifth recital of this proclamation and in 
Schedule XX contained in Annex A 
thereto, except the items therein which 
are identified in the tenth recital of this 
proclamation, shall be effective on and 
after June 6,1951. 


(b) The application of the provisions 
of subdivision (a) of this Part shall be 
subject to the applicable terms, condi¬ 
tions, and qualifications set forth in par¬ 
agraphs 1 to 12, inclusive, of the said 
Torquay Protocol, in Schedule XX con¬ 
tained in Annex A thereto, in Parts 1, II. 
and III of the said General Agreement 
specified in the first recital of this Proc¬ 
lamation, in Part I of. and the general 
notes in. Schedule XX (original) thereof, 
and in the said Protocol of Provisional 
Application specified in the first recital 
of this proclamation, including any ap¬ 
plicable amendments and rectifications 
of the said General Agreement; and the 
application of the said provisions of sub¬ 
division (a) shall also be subject to the 
exception that no rate of duty or im¬ 
port tax shall be applied to a particular 
article by virtue of this proclamation if, 
when the article is entered, or withdrawn 
from warehouse, for consumption— 
(I) the date is prior to the date which 
may be notified by the President to the 
Secretary of the Treasury and pub¬ 
lished in the Federal Register as the 
date on and after which the concession 
represented by such rate should not be 
withheld; or 
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(II) more favorable customs treatment 
is prescribed for the article by any of 
the following then in effect: (i) a proc¬ 
lamation pursuant to the said section 
350 of the Tariff Act of 1930. as amended, 
but the application of such more favor¬ 
able treatment shall be subject to the 
qualifications set forth in paragraph 3 
<d) of the said Torquay Protocol and in 
the second paragraph of the general 
notes in Schedule XX contained In An¬ 
nex A thereto; or 

(ii) any other proclamation, a statute, 
or an executive order, which proclama¬ 
tion, statute, or order either provides for 
an exemption from duty or import tax or 
became effective subsequent to April 21, 
1951. 

Part II 

To the end that the said exclusive 
trade agreement specified in the eleventh 
recital of this proclamation may be car¬ 
ried out. the list set forth in the ninth 
recital of the said proclamation of Jan¬ 
uary 1, 1948. as amended and rectified, 
shall be further amended as specified 
in the thirteenth recital of this proc¬ 
lamation. 

Part HI 

The said proclamation of December 16, 
1947, specified in the second recital of 
this proclamation, as amended and recti¬ 
fied, and the said proclamations supple¬ 
mental thereto referred to in the second 
recital of this proclamation are hereby 
terminated to the extent that each of 
items 781, 1205 [first]. and 1532 (a) in 
Part I of Schedule XX (original) of the 
said General Agreement specified in the 
first recital of this proclamation, effec¬ 
tive on and after July 6, 1951, shall be 
applied with the modifications provided 
for in item 781 tparti (Geneva), item 
1205 [first] (Geneva), and items 1532 (a) 
[part] (Geneva) and 1532 (a), respec¬ 
tively, in Part I of Schedule XX con¬ 
tained in Annex A to the said Torquay 
Protocol specified in the fifth recital of 
this proclamation. 

IN WITNESS WHEREOF, I have here¬ 
unto set my hand and caused the Seal of 
the United States of America to be af¬ 
fixed. 

DONE at the City of Washington this 
second day of June in the year of our 
Lord nineteen hundred and 
[seal! fifty-one, and of the Independ¬ 
ence of the United States of 
America the one hundred and seventy- 
fifth. 

Harry S. Truman 

By the President: 

Dean Acheson, 

Secretary of State . 

IP R. Doc. fil-6616; Filed, June 5, 1961; 

2:49 p. m.l 


EXECUTIVE ORDER 10250 

Providing for the Performance of Cer- 
tain Functions of the President by 
the Secretary of the Interior 

By virtue of the authority vested in me 
by section 11 of the act of February 22, 
1935, 49 Stat. 33, and section 1 of the act 
of August 8. 1950, 64 Stat. 419 (Public 
Law 673,81st Congress), and as President 


of the United States, it is ordered as 
follows: 

1. The Secretary of the Interior is 
hereby designated and empowered to 
perform the following-described func¬ 
tions of the President without the ap¬ 
proval, ratification, or other action of the 
President: 

(a) The authority vested in the Pres¬ 
ident by section 1 of the act of July 10, 
1935, ch. 375, 49 Stat. 477 (16 U. S. C. 19), 
to appoint members of the National Park 
Trust Fund Board. 

(b) The authority vested in the Pres¬ 
ident by section 2059 of the Revised Stat¬ 
utes (25 U. S. C. 62) to discontinue any 
Indian agency, or transfer the same, 
from the place or tribe designated by 
law to such other place or tribe as the 
public service may require. 

(c) The authority vested in the Pres¬ 
ident by section 6 of the act of May 17, 
1882, ch. 163, 22 Stat. 88. as amended (25 
U. S. C. 63), to consolidate two or more 
Indian agencies into one, to consolidate 
one or more Indian tribes, and to abolish 
such agencies as are thereby rendered 
unnecessary. 

(d) The authority vested in the Pres¬ 
ident by the act of March 1. 1907, ch. 
2285, 34 Stat. 1016 (25 U. S. C. 140), to 
divert appropriations made for certain 
purposes to other uses for the benefit of 
the several Indian tribes: Provided, that 
the Secretary of the Interior shall make 
to the Congress reports required in con¬ 
nection with action taken by him under 
this provision. 

(e) The authority vested in the Pres¬ 
ident by section 5 of the act of February 
8. 1887, ch. 119, 24 Stat. 389, as amended 
(25 U. S. C. 348), by the act of Decem¬ 
ber 24. 1942, ch. 814, 56 Stat. 1081 (25 
U. S. C. 348a), by the act of June 21, 
1906, ch. 3504, 34 Stat. 326 (25 U. S. C. 
391), and by section 3 of the act of Jan¬ 
uary 12, 1891, 26 Stat. 712, as amended 
by section 3 of the act of March 2, 1917, 
ch. 146, 39 Stat. 976, to extend trust pe¬ 
riods on land patents issued to Indians 
and to continue restrictions on aliena¬ 
tion. 

(f) The authority vested in the Presi¬ 
dent by section 2554 (b) of the Internal 
Revenue Code (26 U. S. C. 2554 (b)) to 
authorize certain persons in the Virgin 
Islands to obtain certain drugs for legit¬ 
imate medical purposes without regard 
to order forms, and by section 2603 (b) 
of such Code (26 U. S. C. 2603 (b)) to 
provide for the registration of and the 
imposition of special and transfer taxes 
upon persons in the Virgin Islands who 
import, manufacture, produce, com¬ 
pound, sell, deal in, dispense, prescribe, 
administer, or give away marihuana: 
Provided, that the Secretary of the In¬ 
terior shall perform the functions re¬ 
ferred to in this subsection in consulta¬ 
tion with the Department of the 
Treasury. 

(g) The authority vested in the Presi¬ 
dent by section 2343 of the Revised Stat¬ 
utes (30 U. S. C. 46) to establish addi¬ 
tional land districts and to appoint nec¬ 
essary officers under existing laws when 
deemed necessary for the public conven¬ 
ience in executing certain provisions of 
law with respect to mineral lands and 
mining. 

(h) The authority vested in the Presi¬ 
dent by section 2252 of the Revised Stat¬ 


utes as affected by section 403 of Reor¬ 
ganization Plan No. 3 of 1946, 60 Stat. 
1100 (43 U. S. C. 121), to order the dis¬ 
continuance of any land office and the 
transfer of any of its business and ar¬ 
chives to any other land office within the 
same State or Territory. 

(i) The authority vested in the Presi¬ 
dent by section 2250 of the Revised Stat¬ 
utes (43 U. S. C. 125) to discontinue a 
land office in a land district under cer¬ 
tain circumstances and to annex the 
same to some other adjoining land dis¬ 
trict. 

(j) The authority vested in the Presi¬ 
dent by section 2251 of the Revised Stat¬ 
utes (43 U. S. C. 126) to change the loca¬ 
tion of the land offices in the several land 
districts established by law and to re¬ 
locate the same from time to time at such 
point in the district as may be deemed 
expedient. 

(k) The authority vested in the Presi¬ 
dent by section 2253 of the Revised Stat¬ 
utes (43 U. S. C. 127) to change and re¬ 
establish the boundaries of land districts. 

(l) The authority vested in the Presi¬ 
dent by section 2 of the act of March 2, 
1917, ch. 145, 39 Stat. 951, as amended 
(48 U. S. C. 737), to approve the payment 
out of the Treasury for other purposes of 
money derived from any tax levied or 
assessed for a special purpose in Puerto 
Rico. 

(m) The authority vested in the Presi¬ 
dent by section 7 of the act of March 2, 
1917, ch. 145. 39 Stat. 954, as amended 
(48 U. S. C. 748), to convey to the people 
of Puerto Rico lands, buildings, or inter¬ 
ests in lands, or other property owned by 
the United States, and to accept lands, 
buildings, or other interests or property 
by legislative gi ant from Puerto Rico. 

(n) The authority vested in the Presi¬ 
dent by section 3 (b) of the act of March 
3.1925. ch. 426. 43 Stat. 1111, as amended 
(50 U. S. C. 164 (b)), to approve regula¬ 
tions governing the production and sale 
of helium for medical, scientific, and 
commercial use. 

(o) The authority vested in the Presi¬ 
dent by section 6 of the act of April 26, 
1906, ch. 1876. 34 Stat. 139, to remove 
from office the principal chief of the 
Choctaw, Cherokee, Creek, or Seminole 
tribe or the governor of the Chickasaw 
tribe, to declare any such office vacant, 
and to fill any vacancy in any such office 
arising from removal, disability, or death 
of the incumbent. 

(p) The authority vested in the Presi¬ 
dent by section 28 of the act of April 26, 
1906, ch. 1876, 34 Stat. 148, to approve 
acts, ordinances, or resolutions of the 
tribal council or legislature of the Choc¬ 
taw, Chickasaw, Cherokee, Creek, and 
Seminole tribes or nations, and to ap¬ 
prove contracts, involving the payment 
or expenditure of money or affecting 
property belonging to any of the said 
tribes or nations, made by them or any 
of them or by any officer thereof. 

(q) So much of the authority vested 
in the President by section 5 (a) of the 
act of February 22, 1935, ch. 18, 49 Stat. 
31 (15 U. S. C. 715d (a)), as has not 
heretofore been delegated to the Secre¬ 
tary of the Interior, to prescribe such 
regulations as may be found necessary 
or appropriate for the enforcement of 
the provisions of that act. 
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2. The Secretary of the Interior is 
hereby designated and empowered to 
perform, without the approval, ratifica¬ 
tion, or other action of the President, 
the following functions which have 
heretofore, under the respective pro¬ 
visions of law cited, required the ap¬ 
proval, ratification, or other action of 
the President in connection with their 
performance by the Secretary of the 
Interior: 

(a) The authority vested in the Sec¬ 
retary of the Interior by section 1 of the 
act of June 6. 1942, ch. 380, 56 Stat. 326 
(16 U. S. C. 459r), to convey or lease to 
the States or to the political subdivisions 
thereof any or all of certain recreational 
demonstration projects and lands and 
equipment comprised within such proj¬ 
ects or any parts of such projects; and 
to transfer to other Federal agencies any 
of the said recreational demonstration 
areas that may be of use to such agen¬ 
cies. 

(b) The authority vested in the Sec¬ 
retary of the Interior by section 3 of the 
act of July 3, 1918, ch. 128. 40 Stat. 755, 
as amended, and as affected by section 
4 (f) of Reorganization Plan No. II, ef¬ 
fective July 1, 1939, 53 Stat. 1433 (16 
U. S. C. 704), to promulgate regulations 
permitting and governing the hunting, 
taking, capture, killing, possession, sale, 
purchase, shipment, transportation, car¬ 
riage, or export of any migratory bird 
included in the terms of certain con¬ 
ventions, or any part, nest, or egg 
thereof. 

(c) The authority vested in the Secre¬ 
tary of the Interior by section 3 of the 
act of June 30, 1932, ch. 320, 47 Stat. 446 
(48 U. S. C. 321b), to distribute certain 
duties, authority, and appropriations, 
and to make rules and regulations with 
respect to the use of roads, trails, and 
other works, including the fixing and 
collection of tolls, in Alaska. 

3. As used in this order, the term 
“functions” embraces duties, powers, re¬ 
sponsibilities, authority, or discretion, 
and the term “perform” may be con¬ 
strued to mean “exercise”. 

4. All actions heretofore taken by the 
President in respect of the matters af¬ 
fected by this order and in force at 
the time of the issuance of this order, in¬ 
cluding regulations prescribed by the 
President in respect of such matters, 
shall, except as they may be inconsistent 
with the provisions of this order, remain 
in effect until modified or revoked pur¬ 
suant to the authority conferred by this 
order. 

Harry S. Truman 

The White House, 

June 5, 1951 . 

[F. R. Doc. 51-6623: Filed, June 5, 1951; 

3:55 p. m.J 


TRADE AGREEMENT LETTER 

[Carrying Out the Torquay Protocol to 
the General Agrezment on Tariffs 
and Trade and for Other Purposes! 

My dear Mr. Secretary: 

Reference is made to my proclamation 
of June 2,1951, 1 carrying out the Torquay 


Protocol to the General Agreement on 
Tariffs and Trade and for other purposes. 

Pursuant to the procedure described in 
Part I (b) (I) of that proclamation. I 
hereby notify you that the following (1) 
complete items in Part I of Schedule XX 
to the Torquay Protocol (in cases in 
which only the item designation is spec¬ 
ified), (2) portions of such items to which 
particular rates are applicable (in cases 


in which the item designation is speci¬ 
fied together with only one or more rates 
of duty), and (3) portions of such items 
identified by descriptive language (in 
cases in which the item designation is 
specified together with descriptive lan¬ 
guage, with or without the applicable 
rate of duty) shall not be withheld pur¬ 
suant to paragraph 4 of the Torquay 
Protocol on and after June 6,1951: 


Item designations 


1 

1 

1 

1 

1 

1 

2 

3.. 

4.. 

6.. 



7. 

9 . 

10 .... 

15.. 

18 [first].. 

18 [second]_ 

21 , 

23. 

24 
24 
24 
26 


28(a) 
2S(a] 
28 Oil 
28 (a) 

28 (ttl 
28 (a) 


first]. 

second]___ 

third].. 

first].. 

first].. 

second].... 

fourth]_ 

fifth].. 

[sixth].. 

seventh]... 


29 [first] 

29 jsecond], 
29 (third].. 

31 (a 

3! <b) (2).. 

31. 

37. 


first].. 

second]_ 

first].. 

fourth]_ 

fifth).. 

first].. 

second]_ 

first].. 

second]_ 

first]. 

first]’.™. 

second]_ 

first]. 

second].... 


00 . 

01 . 

63 (first]. 

0.1 [second].. 


67 [first]. 

68 . 


72[first]. ... 
72 [second].. 

73... 


first]. 

second].. 

firstl.... 

second].. 


92... 

93 [first)_ 

93 [second].. 

95. 

97. 

201 (b). 

202 (a). 


205 JcV 


207 

207 

207 

207 


second].. 

third]... 

fifth].... 

sixth]... 


208 (?)... 

208 (h). 

209 . 

210 . 

211 . 


Rates of duty 


Descriptive language 


2}$% ad val. [second such rute]. 


12}$% ad val. [first such rate]. 
7\it per lb. 

2 1 per lb. 

7h% ad val. 


Chlorophyll and logwood. 


Lead arsenate and lead rcsinate. 


6(4% ad val. [first such rate], 
6H% ad val. [third such rate]. 


All except pear! essence. 


H pet* so. ft., but not less than 25% nor 
more than 35% ad val. 


Ceramic mosaic. 


51 per doz. pieces and 25% ad val. [first 
such rate]. . , 

5£ per doz. pieces and 25% ad val. [second 
such rate]. 


1 See Proclamation 2929 r supra. 
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Thursday , June 7, 1951 

Reference is also made to the thir¬ 
teenth recital of my proclamation of 
June 2. 1951. It will be noted that items 
28 (a) [second], 205 (e), 411. 724, 1530 
<e) [first], and 1537 (b) [first], and the 
relevant part of item 1541 (a) [first], in 
Part I of Schedule XX to the Torquay 
Protocol are being notified to you as not 
being withheld on and after June 6, 1951. 
Consequently, the modifications of the 
list in the ninth recital of Proclamation 
No. 2764 of January 1. 1948, as amended 
and rectified, which are set forth in the 
thirteenth recital to the right of these 
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designations will be effective on and after 
June 6, 1951. Since only a part of item 
1558 in Part I of Schedule XX to the 
Torquay Protocol will not be withheld 
on and after June 6, 1951, only that part 
of the amendment, set forth in the thir¬ 
teenth recital, of item 1558 in the list set 
forth in the ninth recital of the procla¬ 
mation of January 1. 1948. will become 
effective on June 6, 1951, which will re¬ 
sult in the application on and after that 
date of item 1558 in the proclamation of 
January 1, 1948, with the substitution 


5389 

of “, urunday extract, incense, yeast, and 
fatty acids derived from vegetable oils, 
animal or fish oils, or animal fats and 
greases" for “and urunday extract” 
within the first parentheses of the de¬ 
scription in the item. 

Very sincerely yours, 

Harry S. Truman 

Honorable John W. Snyder, 

The Secretary of the Treasury. 

[P. R. Doc. 51-6617; Filed, June 5, 1951; 
2:49 p. m.j 




RULES AND REGULATIONS 


TITLE 5—ADMINISTRATIVE 
PERSONNEL 

Chapter I—Civil Service Commission 

Part 24 —Formal Education Require¬ 
ments for Appointment to Certain 
Scientific. Technical, and Profes¬ 
sional Positions 

instructor, department of army 
reconditioning programs 

1. The position of Instructor (Aca¬ 
demic Subjects), Department of the 
Army Reconditioning Programs, GS- 
1711-6. has been abolished. Paragraph 
(e). Instructor (Academic Subjects), 
Department of the Army Reconditioning 
Centers , GS-1711-6, of § 24.12 is hereby 
revoked. 

(Sec. 11. 58 Stat. 390; 5 U. S. C. 860. Inter¬ 
prets or applies sec. 5, 58 Stat. 388; 5 U. S. C. 

854) 

United States Civil Serv¬ 
ice Commission, 

[seal] Robert Ramspeck, 

Chairman. 

|F. R. Doc. 51-6584; Filed, June 6, 1951; 
8:48 a. m.] 


TITLE 6—AGRICULTURAL CREDIT 

Chapter IV—Production and Market¬ 
ing Administration and Commodity 
Credit Corporation, Department of 
Agriculture 

Subchapter C—Loans, Purchases, and Other 
Obligations 

Part 638 —Naval Stores 

SUBPART— 1951 GUM NAVAL STORES PRICE 
SUPPORT LOAN PROGRAM 

Statement with respect to the Gum 
Naval Stores Price Support Loan Pro¬ 
gram for the calendar year 1951, for¬ 
mulated by $he Commodity Credit 
Corporation and the Production and 
Marketing Administration (hereinafter 
referred to as “CCC” and “PMA”). 

Sec. 

638.201 Administration. 

638.202 Eligible producer. 

638.203 Eligible naval Btores, 

638.204 Eligible turpentine. 

638.205 Eligible rosin. 

638.206 Eligible oleoresin. 

638.207 Eligible metal drums. 

638.208 Availability of loans. 


Sec. 

638.209 Rate of loan to producers. 

638.210 Storage provisions. 

638.211 Maturity. 

638.212 Redemption. 

638.213 Rights of CCC upon maturity. 

638.214 Disposition of proceeds upon liq¬ 

uidation. 

638.215 Personal liability. 

Authority: §§ 638.201 to 638.215 issued 
under sec. 4, 62 Stat. 1070, as amended; 15 
U. S. C. Sup. 714b. Interpret or apply sec. 
5. 62 Stat. 1072, sec. 301, 63 Stat. 1053; 15 
U. S. C. Sup. 714c, 7 U. S. C. Sup. 1447. 

§ 638.201 Administration. The Naval 
Stores Division, Tobacco Branch, PMA, 
will supervise the administration of the 
program. CCC will make a loan to the 
American Turpentine Farmers Associa¬ 
tion Cooperative, Valdosta, Georgia 
(hereinafter referred to as the “Associa¬ 
tion"), under a Loan Agreement which 
will enable the Association in turn to 
make loans to eligible producers on eli¬ 
gible naval stores, to supervise the main¬ 
tenance of the collateral in storage, to 
perform related field administration 
functions, to arrange for redemptions, 
and to collaborate in the liquidation of 
unredeemed collateral. The PMA Com¬ 
modity Office. Atlanta, Georgia, will per¬ 
form accounting and auditing functions. 

§ 638.202 Eligible producer. A pro¬ 
ducer will be eligible for loan if he (a) 
is a member in good standing of the As¬ 
sociation under membership require¬ 
ments approved by CCC (no producer 
who is otherwise eligible may be ex¬ 
cluded from membership in the Associa¬ 
tion), (b) is a cooperator in the 1951 
Naval Stores Conservation Program of 
the United States Department of Agri¬ 
culture or otherwise follows good con¬ 
servation practices, as determined by 
such Department, (c) has made satis¬ 
factory arrangements to pay any indebt¬ 
edness to the United States Department 
of Agriculture or any agency thereof, as 
evidenced by the registers of indebted¬ 
ness maintained by the County Commit¬ 
tees of the PMA, United States Depart¬ 
ment of Agriculture, and (d) has 
executed, and has not breached his 
obligations under, the Producer's Mar¬ 
keting Agreement (ATFA Form 1-1951), 
or any other similar agreement. 

§ 638.203 Eligible naval stores. “Eli¬ 
gible naval stores" are eligible turpen¬ 
tine, eligible rosin and the turpentine 
and rosin content in eligible oleoresin. 


§ 638.204 Eligible turpentine. “Eli¬ 
gible turpentine" is gum turpentine 
which (a) was produced from eligible 
oleoresin, (b) is free and clear from all 
liens and encumbrances, (c) has not 
been theretofore pledged for a loan and 
in which the beneficial Interest is and 
always has been in the producer, (d) is 
“water-white" in color, (e) is free from 
excess resin acids, as evidenced by a total 
acid number of not more than 0.50, and. 
(f) conforms as to specific gravity to 
Federal Specifications TT-T-801, to wit: 
A maximum of 0.875 and a minimum of 
0.860 taken at 60 degrees over 60 degrees 
Fahrenheit. 

§ 638.205 Eligible rosin. “Eligible 
rosin" is gum rosin which (a) was pro¬ 
duced from eligible oleoresin, (b) grades 
“G” or better, (c) is free and clear from 
all liens and encumbrances, (d) has not 
been theretofore pledged for a loan and 
in which the beneficial interest is and 
always has been in the producer, (e) is 
packed to the net weight approved by 
CCC, in eligible metal drums, (f) is 
transparent, (g) is free from visible for¬ 
eign materials and contains no extrane¬ 
ous matter resulting from chemical or 
other treatment of the rosin, or of the 
oleoresin or the trees from which it 
came, and (h) conforms as to softening 
point to not less than Federal Specifica¬ 
tions LLL-R-626, to wit: 158 degrees 
Fahrenheit (American Society for Test-* 
ing Materials Method No. E 28-42T). 
Rosin must be Federally inspected and 
weighed or the weights checked prior to 
tender for loan. 

§ 638.206 Eligible oleoresin. “Eligible 
oleoresin" is oleoresin (a) which was 
produced in 1951 by an eligible producer, 
(b) which is free and clear from all liens 
and encumbrances, (c) the turpentine or 
rosin content in which has not been 
theretofore pledged for a loan and the 
beneficial interest in which is and always 
has been in the producer, and (d) which 
will yield turpentine of the prescribed 
quality, and rosin of the prescribed 
grades and quality. When a producer’s 
eligible oleoresin was commingled with 
oleoresin produced by other producers 
in the processing operation, the turpen¬ 
tine and rosin tendered for loan by the 
producer as representing the processed 
equivalent of his eligible oleoresin will be 
deemed to be, if otherwise eligible, eli- 




/ 
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gible turpentine and eligible rosin pro¬ 
duced by such producer. 

§ 638.207 Eligible metal drums . 
“Eligible metal drums” are drums con¬ 
forming to the specifications for metal 
drums approved by CCC and on file in 
the office of the Association. 

§ 638.208 Availability of loans, (a) 
Under the Loan Agreement, CCC will 
make a loan to the Association for the 
purpose of enabling the Association to 
make loans available, or to make loans, 
to eligible producers of eligible naval 
stores produced in 1951. The loan to the 
Association will be in an amount equal 
to (1) the amount of the loans made by 
the Association to producers, (2) the ad¬ 
ministrative and operating expenses, 
approved by CCC, incurred by the Asso¬ 
ciation in connection with making loans 
available and the making of loans, and 
the handling and preservation of pledged 
naval stores, (3) the storage charges 
after naval stores are pledged, and (4) 
an indemnification charge to cover the 
assumption by CCC of the risk of loss on 
rosin and rosin content in oleoresin (the 
storage rate for turpentine includes in¬ 
surance). 

(b) Each producer desiring to obtain 
loans will execute a Producer’s Market¬ 
ing Agreement with the Association. 
Each loan will be secured by a pledge 
by the producer to the Association of 
eligible turpentine, eligible rosin, or un¬ 
processed turpentine or rosin content in 
eligible oleoresin, and the Association, 
in turn, will pledge the same to CCC as 
security for the lean made by CCC to the 
Association. Loans on rosin will be 
made only on full drums thereof, and 
loans on the rosin content in oleoresin, 
only upon the equivalent of full drums 
thereof. No loans will be made later 
than December 31, 1951. 

(c) Eligible naval stores will be deemed 
tendered for loan by the producer to the 
Association only when such naval stores 
have been (1) processed (except where 
unprocessed turpentine or rosin content 
in oleoresin is offered for loan). (2) 
placed in storage in the custody of an 
approved warehouseman who has exe¬ 
cuted a Warehouse Agreement (ATPA 
Form 2-1951), and (3) offered for loan 
on a Producer’s Offer (ATFA Form 3 A- 
1951). If there are any liens or encum¬ 
brances on the naval stores offered for 
loan, proper waivers are required on a 
Lienholders* Waiver and Agreement 
(ATFA Form 3-1951). 

§ 638.209 Rate of loan to producers . 
The Association will make loans to pro¬ 
ducers based on the rate of $128.21 per 
naval stores production unit, comprised 
of fifty (50) gallons of turpentine and 
fourteen hundred (1400) pounds of 
rosin; this rate will remain fixed 
throughout the loan period. Initially, 
the production unit rate of $128.21 will 
be allocated to the individual commodi¬ 
ties to provide a loan rate for turpentine 
of fifty cents (50tf) per gallon of 7.2 
pounds in bulk, and a loan rate for rosin 
of grades X to G, inclusive, of $7.37 per 
hundred pounds net packed in eligible 
metal drums. CCC reserves the right to 
revise such allocation of loan values be¬ 
tween turpentine and rosin during the 


loan period, within the fixed production 
unit loan rate. The amount which the 
Association will lend to any producer will 
be determined by applying the applicable 
loan rates in effect for turpentine and 
rosin on the date of the applicable Pro¬ 
ducer’s Offer to the quantities thereof 
tendered for loan. 

§ 638.210 Storage provisions. The 
producer will be required to place naval 
stores offered for loan in storage in the 
custody of an approved warehouseman 
who has executed a Warehouse Agree¬ 
ment with the Association. This Agree¬ 
ment will be assigned by the Association 
to CCC. All processing charges, includ¬ 
ing the cost of eligible metal drums for 
rosin, and all storage and other ware¬ 
house charges to the date of tender for 
loan will be borne by the producer. 
Storage charges accruing after the naval 
stores are pledged are payable by CCC. 
and comprise part of the loan by CCC 
to the Association. 

§ 638.211 Maturity. The loan made 
by CCC to the Association and the loans 
made by the Association to producers 
will be due and payable upon demand, 
or on April 1, 1952, whichever is earlier. 

§ 638.212 Redemption, (a) Subject 
to terms and conditions of the Pro¬ 
ducer’s Marketing Agreement, the pro¬ 
ducer may redeem pledged naval stores, 
prior to maturity of the loan, upon ap¬ 
plication to the Association and pay¬ 
ment of the redemption price. The 
producer’s right to redeem may be ex¬ 
ercised for him and in his behalf by the 
Association and the producer’s exercise 
of the right of redemption is subject to 
the prior exercise thereof by the Asso¬ 
ciation. Subject to the terms and condi¬ 
tions of the Loan Agreement, the 
Association may redeem naval stores 
pledged by the Association to CCC, 
upon application to CCC therefor prior 
to the maturity of the loan and payment 
of the redemption price. 

(b) The redemption price will be the 
weighted average amount loaned by 
Commodity to the Association, including 
applicable expenses and charges, plus 
interest at the rate of three percent 
(3%) per annum. 

§ 638.213 Rights of CCC upon matur¬ 
ity. CCC will have the right at any time 
after maturity of the loan to sell, assign, 
transfer and deliver the pledged naval 
stores, or documents evidencing title 
thereto, at such time, in such manner, 
and upon such terms and conditions as 
CCC may determine. 

§ 638.214 Disposition of proceeds 
upon liquidation. CCC will apply the 
net proceeds from the disposition of 
pledged naval stores (a) towards satis¬ 
faction of accrued interest, (b) towards 
satisfaction of the principal amount 
loaned, and (c) towards the satisfaction 
of any other indebtedness of the asso¬ 
ciation to CCC. In the event that any 
sum remains after application of these 
amounts, such sum will be returned to 
the Association by CCC for disposition by 
the Association to its producer-member 
participants, or for and in behalf of its 
producer-members, on an equitable basis 


as determined by the Association with 
the approval of CCC. 

§ 638.215 Personal liability . The 
loans will be non-recourse, except that 
any fraudulent representation by the 
producer or the Association in the loan 
documents, or in obtaining a loan, will 
render him or it subject to criminal 
prosecution under applicable law, and 
personally liable for the amount by 
which the proceeds received upon the 
disposition of the pledged naval stores 
are less than the amount of indebtedness 
incurred by the association with respect 
thereto. 

Issued this 4th day of June 1951. 

[seal] Elmer F. Kruse, 

Vice-President, 

Commodity Credit Corporation. 

Approved: 

Harold K. Hill, 

Acting President , 

Commodity Credit Corporation. 

(F. R. Doc. 51-6578; Filed, June 6, 1951; 

8:47 a. m.J 


TITLE 7—agriculture 

Chapter I—Production and Marketing 
Administration (Standards, Inspec¬ 
tions, Marketing Practices), Depart¬ 
ment of Agriculture 

Part 52 —Processed Fruits and Vege¬ 
tables, Processed Products Thereof 
and Certain Other Processed Food 
Products 

Subpart B —United States Standards for 
Grades of Processed Fruits, Vege¬ 
tables, and Other Products 

canned lima beans 

Editorial Note: In Federal Register 

Document 51-4873, appearing at page 

3607 of the issue for Friday. April 27. 

1951, Table No. II of § 52.169 was 

changed to read as follows; 

Table No. II 

[Sizes of lima beans in canned lima beans] 


Worddesig- Size of lima beans 

nation: (inches in width) 

Midget_ 2 %i Inch in width and smaller. 

Tiny_Over inch to and including 

inch in width. 

Small_Over inch to and Including 

inch in width. 

Medium—. Over inch to and including 
inch in width. 

Large_- Larger than s %4 inch in width. 


. TITLE 8—ALIENS AND 
NATIONALITY 

Chapter I—Immigration and Natural¬ 
ization Service, Department of Jus¬ 
tice 

Subchapter A—Genera! Provision* 

Part 60— Field Officers; Powers and 
Duties 

remittance of fees 

May 21, 1951. 

Subparagraph (1) of paragraph (b> of 
§ 60.30, Authority to accept applications; 
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remittance of fees, of Chapter I, Title 8 
of the Code of Federal Regulations, is 
amended to read as follows: 

(b) Remittance of fees —(1) Form. 
Any fees required to be submitted with, 
or on account of, any of the various ap¬ 
plications prescribed in this chapter 
shall be in the amount provided by the 
applicable statute and regulation. All 
remittances shall be accepted subject 
to collection, and no receipt issued by an 
officer of the Immigration and Naturali¬ 
zation Service for any such remittance 
shall be binding if the instrument of 
remittance is found uncollectible. Such 
fees shall not be accepted in the form 
of postage stamps. 

(Sec. 23, 39 Stat. 892, sec. 24, 43 Stat. 166. secs. 
37. 327. 54 Stat. 675, 1150; 8 U. S. C. 102 f 222, 
458, 727) 

Argyle R. Mackey, 
Commissioner of 
Immigration and Naturalization. 

Approved: May 31, 1951. 

J. Howard McGrath, 

Attorney General. 

(F. R. Doc. 51-6577; Filed, June 6, 1951; 
8:47 a. m.J 


TITLE 15—COMMERCE AND 
FOREIGN TRADE 

Chapter III—Bureau of Foreign and 
Domestic Commerce, Department 
of Commerce 

Subchapter C—Office of International Trade 

15th Gen. Rev. of Export Regs., Arndt. 60 l ) 

Part 371 —General Licenses 

Part 373 —Licensing Policies and 
Related Special Provisions 

Part 374 —Project Licenses 

Part 398 —Priority Ratings and Supply 
Assistance Assigned by OIT 

miscellaneous amendments 

1. Section 371.11 Personal baggage 
and tools of trade is amended in the fol¬ 
lowing particulars: 

Paragraph (a) Personal baggage li¬ 
cense, Subparagraph (1) General provi¬ 
sions is amended by adding after subdi¬ 
vision (i) a note reading as follows: 

Note: As used in the regulation, “usual” 
and “reasonable” quantities and kinds of 
i«XKi should be limited, generally, to the 
quantities and kinds necessary and appro¬ 
priate for use by a traveler or members of 
his immediate family during the outgoing 
find any immediate return voyage. 

Consequently, where a traveler desires to 
Include, under the baggage general license, 
iood in such quantities as to be obviously 
nsed for consumption after he has finished 
his voyage, or to be distributed as "gifts,” 
such food Is not Included within the provi¬ 
sions of this general license. 

(Sec. 3, 63 Stat. 7; 50 U. S. C. App. Sup. 2023. 
? O^ 9630 ‘ Sept. 27. 1945, 10 F. R. 12245, 

3 CFR, 1945 Supp.; E. O. 9919, Jan. 3, 1948, 

1 Thi8 amendment was published in Cur- 
rent Export Bulletin No. 622. dated May 31, 
with the exception of the part of the 
relatln 8 to Part 398 which was 
published In Current Export Bulletin No. 623, 
dated May 31, 1951. 
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13 F. R. 69, 3 CFR, 1948 Supp.; Pub. Law 33 
82d Cong.) 

2. Section 373.24 Statement of past 
participation in exports for certain 
commodities is amended in the following 
particulars: 

Paragraph (b) Rubber tires and cas¬ 
ings is amended to read as follows: 

(b) Rubber tires and casings. Any 
applicant who has pending with the 
Office of International Trade or who in¬ 
tends to file applications for a license 
to export truck and bus casings, passen¬ 
ger car casings, off-the-road casings, 
farm tractor and implement casings, and 
industrial casings. Schedule B Nos. 
206000. 206200, 206430, 206450, 205490 
must submit on or before June 15, 1951, 
the following information: 

3. Part 373, Licensing Policies and Re¬ 
lated Special Provisions, is amended by 
adding thereto a new § 373.25 to read as 
follows: 

§ 373.25 Special provisions for wool 
rags, waste, and yarns. Wool rags, 
woven and knit: wool yarns; and wool 
waste (journal box packing). Schedule 
B Nos. 362200, 362600, and 363300, will be 
licensed for export against export 
quotas for the second calendar quarter 
1951 in accordance with the licensing 
policy set forth in § 373.1 and the fol¬ 
lowing special provisions: 

(a) Wool raps—(1) Definitions. As 
used in this section, “high grade wool 
rags” means new clips of all kinds, white 
knits, pastel knits, all sweater clips, fine 
light merinos, pastel* coarse light 
merinos, pastel blankets, white serges 
and flannels, white paper mill felts, 
rough khaki, and skirted or stripped 
khaki; “other wool rags” means wool 
rags, woven and Knit, Schedule B No. 
362200, that are not “high grade wool 
rags.” 

(2) Distribution of quota. The total 
export quota for the second quarter for 
wool rags, woven and knit, is 18,000,000 
pounds. A maximum of 4.000,000 
pounds of high grade wool rags has been 
allocated for licensing (including ap¬ 
provals of appeals from applications 
which were rejected because of lack of 
export quota for the first quarter 1951) 
against this export quota, and the re¬ 
mainder of the 18,000,000-pound quota 
will be used for licensing other wool 
rags. 

(3) Commodity description. Appli¬ 
cations for licenses to export wool rags, 
woven and knit (whether high grade 
wool rags or other wool rags) must in¬ 
clude a complete description of the rags, 
showing kind, grade, color, and whether 
stripped or skirted, to enable the Office 
of International Trade to determine 
whether the proposed shipment is high 
grade wool rags or other wool rags. 

(4) Licensing of high grade wool rags. 
High grade wool rags will be licensed for 
export under the following conditions 
only and where substantiated by the 
information and documents set forth 
below: 

(i) Where the license application 
covers requirements of the U. S. 8th 
Army, Japanese police, or other require¬ 
ments for the occupation forces in 
Japan, in which case the application 
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must be accompanied by a true copy of 
the Japanese importer’s contract to sup¬ 
ply the product made from the rags, and 
a true copy of the certificate from the 
Procurement Section, Japanese Logistic 
Command to the Japanese Ministry of 
International Trade and Industry re¬ 
questing its assistance in obtaining the 
wool rags to produce the stated end 
product. The import authorization 
(MITI) number must also be shown. • 

(ii) Proposed exports for which li¬ 
cense applications were rejected because 
of lack of export quota for the first 
quarter of 1951, where the U. S. ex¬ 
porter’s appeal is upheld upon initial 
review or by the Appeals Board. It has 
been agreed by OIT and the Appeals 
Board that appeals from such rejected 
license applications must be supported 
by evidence showing that prior to Febru¬ 
ary 20.1951: the appellant held an order 
(as defined in § 372.1 (e) (2) of this sub¬ 
chapter) covering the transaction; that 
the appellant had purchased or acquired 
the wool rags from sources in the United 
States; that a letter of credit had been 
opened; and that an import authoriza¬ 
tion (where required) had been issued. 

(iii) Where the license application 
covers requirements to fulfill valid con¬ 
tracts between persons in the United 
States and persons in Japan, for process¬ 
ing wool rags into rugs, which were in 
effect but uncompleted on February 20, 
1951, and which could not be completed 
because of lack of export quota, appli¬ 
cations must be accompanied by docu¬ 
mentary evidence of the existence, 
nature, and status of such contracts, and 
the import authorization (MITI) num¬ 
ber. The documentary evidence must 
set forth the kinds and grades of rags 
to be furnished for processing in Japan 
and the number of square feet of rugs 
to be returned to the United States. 

(5) Licensing of “other wool rags.** 
Applications for licenses to export “other 
wool rags” will be considered only where 
the proposed shipment does not include 
any “high grade wool rags.” Applica¬ 
tions for licenses to export “other wool 
rags” must include the import authori¬ 
zation number where import authoriza¬ 
tion is required by the importing 
country. 

(6) Wool rags, imported. Applications 
for licenses to export wool rags which 
are not the production or manufacture 
of the United States, and which are im¬ 
ported into the United States without a 
consumption entry being made, includ¬ 
ing such imports as have been stored in 
bonded warehouses, will be considered 
without regard to quota limitations pro¬ 
vided such applications are accompanied 
by the following certification: 

I (we) hereby certify that the wool rags 
covered by this application are not the pro¬ 
duction or manufacture of the United 
States; are (or will be) Imported Into the 
United States only for shipment through 
the United States and/or storage and ex¬ 
portation from the United States; and that 
no consumption entry for these commodi¬ 
ties has been (or will be) made at a United 
States customhouse. 

(b) Wool waste, journal box packing . 
Wool waste, journal box packing, will be 
licensed only" in limited quantities where 
needed for current maintenance, repair, 
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RULES AND REGULATIONS 


and operation of railway rolling stock, 
primarily in foreign countries which 
have depended historically on United 
States sources for such requirements. 
Applications for licenses to export wool 
w aste must clearly indicate that the wool 
waste is for journal box packing and 
must be accompanied by a statement as 
to urgency of need and a statement of 
the quantity the applicant exported to 
the named country of destination for 
this purpose in the calendar year 1950. 
The statement of the applicant’s exports 
to the named country of destination may 
be made on Form IT-821 (see Supple¬ 
ment, S-13, for facsimile), and may also 
include a statement of the applicant’s 
exports to other foreign countries to 
which he contemplates making exporta¬ 
tions to be charged against the second 
quarter 1951 quota. Applicants need 
submit such information only once with 
respect to each country of destination. 

(c) Wool yarns. Wool yarns will be 
licensed for export for small shipments 
of yarn, primarily hand knitting yarn, 
to countries normally obtaining such 
yarns from the United States. 

This part of the amendment shall be¬ 
come effective as of May 31, 1951. 

4. Section 373.51 Supplement 1: Time 
schedules for submission of applications 
for licenses to export certain Positive 
List commodities is amended by the ad¬ 
dition of a footnote to the submission 
dates for the third quarter, 1951, of the 
entry of Steel mill products, except car¬ 
bon steel. Schedule B Nos. 600700-610800 
to read as follows: 

* Exporters may submit applications, until 
June 8,1951, for export licenses to cover third 
quarter. 1951, hardship requirements for cas¬ 
ing, tubing, and drill pipe, seamless and 
welded, Schedule B Nos. 606250 and 606350, 
to the Office of International Trade, Wash¬ 
ington 25, D. C. Exporters shall note that 
the quantity of tubulars for which rating 
authorizations may be Issued to meet hard¬ 
ship requirements is limited and sufficient 
to relieve extreme hardship cases only. 

This part of the amendment shall be¬ 
come effective as of May 31, 1951. 

(Sec. 3. 63 Stat. 7; 50 U. S. C. App. Sup. 2023. 

E. O. 9630, Sept. 27, 1945. 10 F. R. 12245, 3 
CFR. 1945 Supp.; E. O. 9919, Jan. 3. 1948. 13 

F. R. 59, 3 CFR. 1948 Supp.; Pub. Law 33, 82d 
Cong.) 

5. Section 374.51 Supplement 1: List of 
restricted commodities is amended to 
read as follows: 

POSITIVE LIST OF COMMODITIES 

All commodities with the processing code 
NONF. 

All commodities with the processing code 
TNPL. 

All commodities with the processing code 
STEE. 

Aviation motor fuels: Schedule B Nos. 
501610, 501620, 501640. 

Antiknock compounds not of petroleum 
origin: Schedule B No. 829910. 

Carbon black (contact and furnace): 
Schedule B Nos. 842310. 842350. 

Sulfur (crude, crushed, ground, refined, 
sublimed, and flowers): Schedule B Nos. 
571400, 571500. 

Coke, except petroleum coke: Schedule B 
No. 500400. 

All other commodities for which quantita¬ 
tive export quotas have been published. 


All commodities on Excepted Commodity 
List under General License GIT (5 371.9 (c) 
of this subchapter). 

(Sec. 3, 63 Stat. 7; 50 U. 8. C. App. Sup. 2023. 

E. O. 9630, Sept. 27, 1945, 10 F. R. 12245, 3 
CFR. 1945 Supp.; E. O. 9919, Jan. 3. 1948, 13 

F. R. 59, 3 CFR. 1948 Supp.; Pub. Law 33, 82d 
Cong.) 

This part of the amendment shall be¬ 
come effective as of May 31, 1951. 

6. Part 398, Priority Ratings and Sup¬ 
ply Assistance Assigned by OIT, is 
amended by adding thereto a new § 398.5 
to read as follows: 

§ 398.5 Assignment of DO Ratings by 
OIT for Controlled Materials Plan ma¬ 
terials —(a) Controlled Materials Plan 
as applied to exports —(1) Controlled 
Materials Plan. A Controlled Materials 
Plan (CMP) governing the distribution 
of certain metals has been established 
by the National Production Authority, 
effective July 1, 1951. This Plan oper¬ 
ates under a series of NPA regulations 
identified as “CMP Regulations” (num¬ 
bered serially as “CMP Regulation 1,” 
“CMP Regulation 2,” etc.). 

(2) Materials covered by CMP. The 
Controlled Materials Plan covers copper, 
steel, and aluminum in the shapes and 
forms described in Schedule 1 of CMP 
Regulation 1. (A copy of Schedule 1 of 
CMP Regulation 1 is printed as Supple¬ 
ment 2 to Part 398.) 

(3) Applicability of CMP to exports. 
CMP regulations govern the distribu¬ 
tion of controlled materials to all 
consumers, i. e., exporters as well as do¬ 
mestic U. S. producers using controlled 
materials. This section sets forth the 
supplementary rules and procedures 
which will be followed by the Office of 
International Trade and exporters in 
connection with exports of controlled 
materials to all destinations except 
Canada. 

(b) Export quotas and priority ratings 
for controlled materials —(1) Assign¬ 
ment of priority ratings for controlled 
materials. Under delegation of author¬ 
ity from the National Production Au¬ 
thority. the Office of International Trade 
will assign priority ratings, as required, 
to assure delivery of controlled materials 
within quota limits. 

(2) Assignment of priority ratings. 
On and after June 1, 1951, the Office of 
International Trade will assign priority 
ratings on licenses issued for controlled 
materials. (Exception: No priority 
rating will be assigned on a license based 
upon an application which indicates that 
the materials are already in the appli¬ 
cant's possession; however, quantities of 
controlled materials covered by each 
such license will be charged against the 
quota limiting total exports of such con¬ 
trolled materials.) The priority rating 
will be assigned by the Office of Inter¬ 
national Trade by endorsing the vali¬ 
dated license with the following legend: 

By authority of the NPA, the exporter 
herein named Is assigned the right to apply 
the rating DO .... to procure the above 
described material. 

DO 36 ratings will be assigned for de¬ 
liveries of material for ECA countries, 
and DO 37 ratings for deliveries for all 
other countries. 


(c) Transitional provisions—( 1) Ship¬ 
ments during July 1951. To avoid dis¬ 
location of scheduled production, a 
holder of a validated license issued be¬ 
fore June 1, 1951, may continue to ex¬ 
port controlled materials in accordance 
with the terms of such license through 
July 1951, provided, the material (i) 
was produced prior to July 1, 1951, and 
(ii) is loaded aboard an exporting car¬ 
rier by midnight July 31, 1951. 

(2) Revocation of certain lice?ises. 
With respect to the materials listed 
below, any valid license issued prior to 
June 1, 1951, is hereby revoked, effective 
12:01 a. m., August 1, 1951, unless re¬ 
validated by the Office of International 
Trade, on or after June 1, 1951. 


Dept, of 
Commerce 
Sch. B No. 


Commodity 


fiOlOOS 

601(106 

601609 

601705 

601706 

601709 

601300 


602010 
602010 
602050 
603090 
602100 
GO2200 


602300 

602300 

602500 

G02G00 

602900 


603120 

003130 

603140 

603160 

603170 

6031H0 

603200 

•603350 

603390 

*603450 

603490 


603520 

603530 

603540 

603560 

603570 

603580 

603595 

603595 

603600 


603710 

603710 

603750 

603790 


STEEL MILL PRODUCTS 

Steel Ingots, blooms, billets, slabs, sheet 
bars, tinplate bars, and tube rounds 
(Armoo iron, ingot iron, and other iron 
made in steel-making furnaces in¬ 
cluded): 

Carbon steel: 

Steel ingots. 

Steel billets, blooms, and slabs. 

Steel sheet bars, and tinplate bars. 
Alloy steel (stainless included): 

Steel ingots. 

Steel billets, blooms, and slabs (rolled 
or forged). 

Steel sheet bars, and tinplate bars. 
Tube rounds (carbon, alloy, and stainless 
included). 

Iron and steel bars, and rods (include bar 
size shapes): 

Steel bars, cold-finished: 

Die steel bars, carbon steel. 

Other carbon steel bars. 

Stainless. 

Alloy, except stainless. 

Iron bars. 

Concrete reinforcement bars (deformed 
and twisted bars only). 

Other steel bars and rods (hot-rolled)* 
Die steel bars, carbon steel. 

Other carbon steel bars. 

Stainless steel. 

Alloy steel, except stainless (report 
stainless in 602500). 

Wire rods (for further manufacture 
Plates, including boiler plate, except fabri¬ 
cated: 

Carbon steel: 

Hot-rolled. 

Cold-rolled. 

Stainless steel: 

Hot-rolled. 

Cold-rolled. 

Alloy steel, except stainless: 

Hot-rolled. 

Cold-rolled. 

Skelp iron and steel. 

Iron and steel sheets, galvanized: 
Galvanized iron culverts and culvert 
sheets, and sections. 

Other galvanized iron sheets. 
Galvanized steel culverts and culvert 
sheets, and sections. 

Other galvanized steel sheets. 

Steel sheets, black ungalvamzed (include 
enameled, lacquered, or painted;: 
Carbon steel: 

Hot-rolled. 

Cold-rolled. 

Stainless steel: 

Hot-rolled. 

Cold-rolled 

Alloy steel, except stainless: 

Hot-rolled. 

Cold-rolled. . 

Electrical (steel) sheets, except trans- 

E lectrica (st eel) sheets, transformer 

Iron^sheetof black (Including enameled, 

lacquered, and painted). _ . 

Strip, hoop, band, and scroll, iron and d 
(including enameled, lacquered, ana 

CoM-roiled carbon steel, gilding metal 

Cold-rolled carbon steel, except gilding 
metal clad. 

Cold-rolled stainless steel. , 

Cold-rolled alloy steel, except stainless. 


•See subparagraph (3) (iv) of this paragraph. 
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f»Opt. Of 
Commerce 
Sch. B No. 


Commodity 


STEEL MILL products— continued 


(103810 

<1)3810 

803880 

008880 

004110 

604180 

♦104170 


604200 


604500 

W4600 

*004780 

605000 


605100 

♦ 4)5300 

605300 


008410 

605450 

•C054Q0 

605800 


6610000 

006100 

606250 
♦ J M1290 
006380 
06H1390 
6(06400 

•mm 

607000 

007100 


Strip, hoop, hand, and scroll, Iron and 
steel (including enameled, lacquered, 
and painted)—Continued 
Hot-rolled carbon steel, gilding metal 
clad. 

Hot-rollod carbon steel, except gilding 
metal clad. 

Hot-rolled stainless steel. 

Hot-rolled alloy steel, except stainless. 
Tinplate: 

Tinplate, hot-dipped. 

Tinplate, electrolytic. 

Tinplate, decorated, embossed, litho¬ 
graphed, lacquered, or otherwise ad¬ 
vanced, Including lithographic mis¬ 
prints. 

Temeplate (long femes Included). 
Structural iron and steel: 

Structural shapes: 

riain, not fabricated (except bar mill 
size structural). 

Fabricated. 

Plates, fabricated, punched, or shaped, 
n. c. s. 

Sheet piling. 

Railway-track material, Iron and steel: 
Rails: 

Over 60 pounds per yard. 

60 pounds per yard and under. 
Relaying rails. (Report rerolllng rails 
under 601550 and scrap rails under 
601090). 

Rail Joints and splice bars. 

Tie plates (including fish plates). 
Railway track accessories, n. e. s. 
Railroad spikes. 

Tubular products and fittings, iron and 
steel, new and used (except scrap): 
Boiler tubes, seamless. 

Boiler tubes, welded. 

Casing and line pipe (see { 399.2): 
Casing, seamless. 

Line pipe, seamless. 

Casing, welded. 

Line pipe, welded. 

Seamless black pipe and tubes, except 
casing, oil-line and boiler. 

Cast-Iron pressure pipe. 

Cast-iron pressure pipe fittings. 

Welded black pipe and tubes, steel. 
Welded black pipe and tubes, wrought 


6(07200 

607300 

607400 

607500 

807708 

6(08100 

608200 
60830Q 
608300 
♦ 08500 
608710 
608750 
609101 
609109 


Welded galvanized pipe and tubes, steel. 
Welded galvanized pipe and tubes, 
wrought iron. 

Mechanical steel pipe and tubes. 
Stainless steel pipe and tubes. 

Iron and steel pipe, n. e. s. 

Wire and manufactures: 

Iron and steel wire, tin coated (plain, 
stainless and alloy steel included). 

Tie wires for reinforcing bars. 

Other galvanized wire. 

Bsirbcd wire. 

Woven-wire fencing. 

Wire cable and rope, except insulated. 
Wire strand. 

Wire bale ties. 

Alloy steel wire, coated (Include stain- 


Dept. of 
^onuperee 


Commodity 


Sch. B No. 


IRON AND STEEL MANUFACTURES 


620909 

•620998 

•620998 


Unfabricated tie stock, whether or not 
sheared to length. 

Packtng steel, stainless: steel tubes for 
manufacturing of ball bearings; steel 
shot; and perforated steel sheets, alloy 
and stainless (sec $ 373.2 of this subchap¬ 
ter). 

Angle plates, slotted, Iron; circles, steel; 
castings. Iron, machine-drilled; perfo¬ 
rated turneplatc; sheets, steel, black, 
printed and lithoirrnphed; tubular scaf¬ 
folding; vitrified steel pipe; flexible tub¬ 
ing, except electrical; perforated steel; 
poles, steel, electric line: and perforated 
steel sheets, carbon steel. 


ALUMINUM AND MANUFACTURES 


630000 

630301 

630305 

630400 

630500 

630600 

630850 

63009$ 

•630998 


Ingots, slabs, pigs, blooms, and other 
crude forms. 

Sheets, plates, and strips (.006 inch and 
over In thickness). (Report Venetian 
blind stock In 030998.) 

Bars and rods (including rolled and ex¬ 
truded). 

Aluminum foil and leaf (less than .006 
inch in thickness). 

Mill shapes (specify by name) (include 
unfabricated molding). (Report fabri¬ 
cated architectural molding in 630910; 
other fabricated molding in 030998.) 

Other wire, cable, welding rods, and 
electrodes. 

Aluminum or aluminum bronze powders 
and pastes, aluminum content. 

Perforated aluminum sheets. 

Aluminum and aluminum-base alloy 
manufactures, n. e. s. 


COPPER AND MANUFACTURES 


•641200 

642200 

642300 

642400 

642500 

•643998 


Refined copper In cathodes, billets, ingots, 
wire bars or other forms. (Report 
copper bars except wire bars in 642400). 

Copper pipes and tubes. 

Copper plates, sheets, and strips. 

Copper rods and bars. (Report copper- 
weld rods in 642500; and w ire bars In 
641200.) 

Copper wire and cable, bare (include 
copperweld electrodes). (Report Insu¬ 
lated copper wire in 709810, 709830, and 
709850.) 

Copper manufactures, n.e.s. 


BRASS AND BRONZE MANUFACTURES 


•644100 

644900 

645000 


645300 

645700 

•647913 

•647998 


Brass and bronze Ingots. 

Brass and bronze bars, rods, and shapes 
(extruded, rolled, and drawn). 

Brass and bronze plates, sheets, and strips 
(report window strip and shapes In 
647998). 

Brass arid bronze pipes and tubes (include 
pipe colls). 

W ire, bare and insulated, brass and bronze. 

Brass and bronze castings and forgings. 

Brass and bronze manufactures, u. e. s. 


validation of his license by submitting 
to OIT, Washington, D. C., Form IT-763 
“Request for and Notice of Amendment 
Action” in accordance with the provi¬ 
sions of § 380.2 of this subchapter. 

Note: In the case of Project Licenses, Form 
IT-375, "License Application Materials Re¬ 
quirements List," will be submitted to re¬ 
quest revaluation. 

In addition to the information re¬ 
quired on Form IT-763 (or Form IT- 
375) , each request for revalidation shall 
include: 

(i) The statement “CMP Revalida¬ 
tion.” 

(ii) The amount of material for which 
revalidation is requested. 

(iii) The amended expiration date 
requested. 

(iv) For licenses covering materials 
marked with an asterisk in the list under 
subparagraph (2) of this paragraph, a 
description of the material in sufficient 
detail to permit its identification under 
Schedule I of CMP Regulation 1. 

Note: Quantities of controlled materials 
covered by revaluation requests approved 
by OIT will be charged against third quar¬ 
ter quotas. A reserve of third quarter quotas 
will be held by OIT for consideration of re¬ 
validation requests, but no assurance can be 
given that all such requests will be approved. 
Such revaluation requests as must be filed 
should be submitted to OIT as soon as 
possible. 

(Sec. 3, 63 Stat. 7; 50 U. 8. C. App. Sup. 2023. 

E. O. 9630, Sept. 27, 1945, 10 F. R. 12245, 3 
CFR, 1945 Supp.; E. O. 9919. Jan. 3, 1948, 13 

F. R. 59, 3 CFR, 1948 Supp.; Pub. Law 33. 82d 
Cong.) 

This part of the amendment shall be¬ 
come effective as of June 1,1951. 

Loring K. Macy, 

Acting Director , 
Office of International Trade. 

(F. R. Doc. 51-6572; Filed, June 6, 1951; 

8:47 a. m.J 


(5th Gen. Rev. of Export Regs.; Arndt. 51 

Part 399— Positive List of Commodities 
and Related Matters 


*609109 

•009198 

•609198 

009200 

*609500 

616110 

•610490 

610515 

610518 

610525 

C10528 

610535 

610538 


*610700 

•GlOitfO 


Coated wire, iron and steel, n. e. s., ex¬ 
cept alloy. 

Other wire manufactures: 

Coils, cold-finished, musical Instru¬ 
ment w ire; piano wire; spring wiro, 
bright steel, piano grade. 

Other iron and steel wire and manu¬ 
factures. n. e. s. 

Nails and bolts, Iron and steel, n. e. s.: 

Wire nails (include shoe nails) (report 
shoe tacks In 609400). 

Other nails and staples (except staples 
for paper fasteners or paper stapling 
machines). 

Castings and forgings. Iron and steel: 
Carbon steel castings for marine and rail¬ 
road equipment. 

Alloy steel castings (stainless included). 
Railway car and locomotive wheels, 
tires, and axles: 

Railway car wheels. 

Railway car tires and locomotive 
wheels. 

Railw ay car axles, without wheels. 
Railway locomotive axles, without 
wheels. 

Railway car axles, fitted with wheels. 
Railway locomotive axles, fitted with 
wheels. 

lion and steel forgings, n. e. s.: 

Carbon steel. 

Alloy steel (stainless Included). 


•See subparagraph (3)(lv) of this paragraph. 


(3) Requests for revalidation of out¬ 
standing licenses . If a licensee, holding 
a validated license for controlled mate¬ 
rials issued before June 1,1951, is unable 
to complete exportation under the pro¬ 
visions set forth in subparagraph (1) 
of this paragraph, he may request re- 


MISCELLANEOUS AMENDMENTS 

Section 399.1 Appendix A—Positive 
List of Commodities is amended in the 
following particulars: 

1. The following commodity is added 
to the Positive List: 


Dept, of 
Comm. 
Sched. 

B No. 

Commodity 

Unit 

Processing 
code and 
related com¬ 
modity group 

GLV 

dollar 

value 

limits 

Validated 

license 

required 

385850 

Nylon webbing for parachute harness.. 


TEXT 

100 

RO 




This part of the amendment shall be¬ 
come effective as of 12:01 a. m. t June 5, 
1951. 

2. The following revision is made in 
commodity descriptions. The entries set 
forth below are substituted for the pres¬ 
ent entry on the Positive List for “Re- 
flectoscopes, ultrasonic or supersonic, 
and parts”, Schedule B No. 919098, This 


revision is necessary to conform to 
Schedule B classification decision made 
by the Bureau of the Census, but no sub¬ 
stantive change is made. The processing 
code is changed from SATE to GIEQ. 


1 This amendment was published in Cur¬ 
rent Export Bulletin No. 622, dated May 31, 
1951. 
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RULES AND REGULATIONS 


Dept, of 
Comm. 
Belied. 

B No. 

Commodity 

Unit 

Processing 
code and 
related com¬ 
modity group 

GLV 

dollar 

value 

limits 

Validated 

license 

required 

774020 

Reflcetoscopes, ultrasonic or supersonic... 

No_ 

GIEQ 

None 

RO 

775098 

Industrial machinery and |>arts f n. e. s.: 

Parts for ultrasonic or sujiersonic reflectosoopes... 


GIEQ 

None 

RO 


This part of the amendment shall 
become effective as of May 31. 1951. 

Shipments of any commodities re¬ 
moved from general license to Country 
Group R or Country Group O destina¬ 
tions, as a result of changes set forth in 
Part 1 of this amendment which were 
on dock, on lighter, laden aboard an ex¬ 
porting carrier, or in transit to a port of 
exit pursuant to actual orders for ex¬ 
port prior to 12:01 a. m., June 5, 1951, 
may be exported under the previous 


general license provisions up to and in¬ 
cluding June 30, 1951. Any such ship¬ 
ment not laden aboard the exporting 
carrier on or before June 30, 1951, re¬ 
quires a validated license for export. 

3. Section 399.3 Appendix C —Cora- 
modity Processing Codes is amended in 
the following particulars: 

The processing codes for certain com¬ 
modities are amended to read as fol¬ 
lows: 


Dept, of Com. 
Bched. B No. 

Commodity 

Processing 

code 



CRRL 

^9999.1 

777905 

M^igneUc souiul recorders for use as office appliances, all types, and component parts 

ELME 

thereof. 1 

SUBT 

832000 

Monosodium glutamate (Ajiuoniotc).... 

SUBT 

835900 


SUBT 

830700 

boa turn Dicaruonaus or dmiui m»uu ... * 



i The office npplianccs classified under bcncatue » *^os. uojw-uu w, —— * - " 

832000 (except to ^0«U.y listed 
«*». (except those specially listed 

above); 836220486000; and 836800-837950; retain the processing code of SAL 1. 


The commodity processing codes for 
ball bearings, and parts, except balls. 
Schedule B No. 769100; roller bearings, 
and parts, except rollers. Schedule B No. 
769200; balls for bearings, Schedule B 
No. 769310; and rollers for bearings. 
Schedule B No. 769315 are changed from 
GIEQ to GIEQ 3. 1 

(Sec. 3, 63 Stat. 7; 50 U. S. C. App. Sup. 
2023. E. O. 9630, Sept. 27, 1945, 10 F. R. 
12245, 3 CFR. 1945 Supp.: E. O. 9919, Jan. 3, 
1948, 13 F. R. 59, 3 CFR, 1948 Supp.; Pub. 
Law 33, 82d Cong.) 

Loring K. Macy, 

Acting Director, 
Office of International Trade. 

|F. R. Doc. 51-6573; Filed, June 6, 1951; 
8:47 a. m.) 


TITLE 19 —CUSTOMS DUTIES 

Chapter I—Bureau of Customs, 
Department of the Treasury 


priate administrative functions to col¬ 
lectors of customs and to further sim¬ 
plify customs requirements, it is deemed 
proper and advisable to authorize col¬ 
lectors to permit merchandise designated 
for examination at an importer’s prem¬ 
ises or other place not in charge of a 
customs officer to be carted, lightered, or 
carried to any such place by the importer 
without a cartman’s or lighterman’s 
license. The entry bond of the importer 
as now required to be modified in such 
cases guarantees that the merchandise 
shall be held intact at the place to which 
it will be removed for examination until 
released from customs custody. No fur¬ 
ther modification of the bond is neces¬ 
sary. 

Accordingly, the following changes are 
made in the Customs Regulations of 
1943: 

1. Section 14.2 <d). Customs Regula¬ 
tions of 1943 (19 CFR 14.2 <d)). as 
amended, is hereby amended by deleting 
the second sentence. 


[T. D. 52742) 

Part 14—Appraisement 
Part 21—Cartage and Lighterage 

MISCELLANEOUS AMENDMENTS 

Under present procedure, when mer¬ 
chandise is to be examined elsewhere 
than at the public stores, wharf, or other 
place in charge of a customs officer, the 
customs regulations require that the 
transfer shall be made by a bonded 
(licensed) cartman except as otherwise 
authorized by the Bureau in certain 
cases. However, in furtherance of the 
Department’s policy of delegating appro- 


(Sec. 624. 46 Stat. 759; 19 U. S. C. 1624. Inter¬ 
prets or applies secs. 488. 499. 46 Stat. 725, 
728, as amended; 19 U. S. C. 1488, 1499) 

2. Section 21.1 (a), as amended. § 21.3, 
and §21.4 (b). Customs Regulations of 
1943 (19 CFR 21.1 (a), 21.3, and 21.4 (b>), 
are hereby amended as follows: 

a. Section 21.1 (a) is amended by 
changing the letter “C” in the first word 
to lower case and inserting before it the 
following: “Except as provided for in 
§§ 18.3 (d) and 21.4 (b>,’\ 

b. Section 21.3 is amended by inserting 
41 (except as provided for in § 21.4 (b))” 
after the word “purpose”. 

c. Section 21.4 (b) is amended to read: 


* This permits the filing of single applica¬ 
tions for Positive List commodities having 
the same processing code symbol and num¬ 
ber. (See § 372.2 (c) of this subchapter.) 


(b) Merchandise designated for ex¬ 
amination at an importer’s premises or 
other place not in charge of a customs 


officer may be carted, lightered, or car¬ 
ried to any such place by the importer 
without a cartman’s or lighterman’s 
license, when in the judgment of the col¬ 
lector the revenue will not be endan¬ 
gered. Otherwise, such transfer shall be 
done by a licensed cartman, who shall 
be the contract cartman whenever prac¬ 
ticable. 

(Sec. 624, 46 Stat. 759; 19 U. S. C. 1624. In¬ 
terpret or apply sec. 565, 46 Stat. 747; 19 
U. S. C. 1565) 

[SEAL] D. B. STRUBINGER, 

Acting Commissioner of Customs. 
Approved: June 1. 1951. 

John S. Graham, 

Acting Secretary of the Treasury. 

(F. R. Doc. 51-6601; Filed, June 6, 1951; 
8:50 a. m.) 


TITLE 21—FOOD AND DRUGS 

Chapter I—Food and Drug Adminis¬ 
tration, Federal Security Agency 

Part 3— Statements of General Policy 
or Interpretation 

MONOSODIUM GLUTAMATE AND OTHER HY¬ 
DROLYZED VEGETABLE PROTEIN PRODUCTS 

Pursuant to section 3 of the Adminis¬ 
trative Procedure Act (60 Stat. 237, 238: 
5 U. S. C. 1002), the following statement 
of policy is issued: 

§ 3.23 Notice to manufacturers and 
users of monosodium glutamate and 
other hydrolzed vegetable protein prod¬ 
ucts. Following a review of various 
statements submitted by manufacturers 
and distributors of monosodium gluta¬ 
mate and various hydrolyzed plant pro¬ 
tein products, the following conclusions 
have been reached: 

(a) The facts submitted establish that 
there are three classes of products to be 
considered: 

(1) Purified monosodium glutamate. 

(2) Hydrolyzed proteins (amino acid 
salts) from which none of the mono¬ 
sodium glutamate has been removed. 

(3) Hydrolyzed proteins (amino acid 
salts), a by-product in the manufacture 
of purified monosodium glutamate but 
from which a substantial proportion of 
the monosodium glutamate has been 
removed. 

(b) The statement of policy published 
in the Federal Register on June 9, 1949 
(21 CFR 3.10; 14 F. R. 3120), is re¬ 
affirmed. Monosodium glutamate is the 
common or usual name of the substance 
covered in said statement of policy. It 
need not be declared as an artificial 
flavoring, but when used as an ingredient 
of food products should be declared by 
its common or usual name. It may not 
be used in a food for which a standard 
of identity has been promulgated unless 
the standard or any amendment thereto 
recognizes it as an optional ingredient. 
It may not be used under any circum¬ 
stances in such a way as to conceal dam¬ 
age or inferiority or make the article 
appear better or of greater value than it 
is. 

(c) (1) The substance described in 
paragraph (a) (2) of this section has 
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long been designated as “hydrolyzed 
vegetable protein . 0 

(2) The substance covered by para¬ 
graph (a) (3) of this section should have 
a distinctive name, since one of its orig¬ 
inal constituents has been partially re¬ 
moved. Manufacturers have suggested 
that this substance be described as “hy¬ 
drolyzed vegetable protein with reduced 
monosodium glutamate content." This 
designation appears acceptable. 

(d) While the substances referred to 
in paragraph (a) (2) and (3) of this sec¬ 
tion contain a number of amino acid salts 
as well as sodium chloride, monosodium 
glutamate is the ingredient which has 
been quite generally emphasized, and is 
best known to consumers under that 
name. No objection is offered under the 
Federal Food, Drug, and Cosmetic Act to 
the addition of a quantitative declaration 
on the labels of containers of such hy¬ 
drolyzed vegetable protein or hydrolyzed 
vegetable protein with reduced mono¬ 
sodium glutamate content showing the 
percentage amounts of monosodium 
glutamate, the total of other amino acid 
salts, salt, and water, if in liquid form, 
all to be declared in the order of their 
decreasing percentages. If monosodium 
glutamate represents a smaller propor¬ 
tion of the substance than the other 
amino acid salts and salt (sodium chlo¬ 
ride), it should be declared last in the 
list of ingredients. 

(e) When the substances described in 
paragraphs (a) ( 2 ) and (3f of this sec¬ 
tion are used as ingredients in a fabri¬ 
cated food, either may be declared as 
“salt and hydrolyzed vegetable protein" 
(or “salt and hydrolyzed plant protein") 
on the label of the fabricated food prod¬ 
uct; Provided , That where salt is de¬ 
clared as a separate ingredient of the 
fabricated food, in compliance with sec¬ 
tion 403 (i) (2) of the act, the word 
“salt" need not be repeated in connection 
with the “hydrolyzed vegetable protein" 
(or “hydrolyzed plant protein") dec¬ 
laration. 

(Sec. 701, 52 stat. 1055; 21 U. 8. C. 371) 

Dated: June 1 , 1951. 

(seal] John L. Thurston, 

Acting Administrator. 

(P. R. Doc. 51-6575: Filed, June 6, 1951; 

8:47 a. m.J 


Part 141—Tests and Methods of Assay 
for Antibiotic and Antibiotic-Con¬ 
taining Drugs 

Part 146—Certification of Batches of 
Antibiotic and Antibiotic-Containing 
Drugs 


Z-ephen amine penicillin g preparations 

By virtue of the authority vested in the 
rederal Security Administrator by the 
provisions of section 507 of the Federal 
Drug> and Cos metic Act (52 Stat. 
AU40 1055, as amended by 59 Stat. 463, 
61 Stat. 11 , 63 Stat. 409; 21 U. S. C. 371), 
ine regulations for tests and methods of 
??f a ? io l antibiotic and antibiotic-con- 
d ™es (21 CFR 141.1 et seq., and 
Supp.; 15 f. r 9446) and certifica- 
uon of batches of antibiotic and anti¬ 


biotic-containing drugs (21 CFR 146.1 et 
seq., and 1949 Supp.; 15 F. R. 9464) are 
amended as indicated below: 

1. Part 141 is amended by adding the 
following new sections: 

§ 141.43 l-Ephenamine penicillin G — 

(a) Potency. Proceed as directed in 
§ 141.1, except in lieu of paragraph (d) 
of this section dissolve the sample in 
sufficient methanol before diluting with 
sterile distilled water to make an appro¬ 
priate stock solution. 

(b) Sterility. Proceed as directed in 
§ 141.2. 

(c) Pyrogens . Proceed as directed in 
§ 141.3, except use physiological salt solu¬ 
tion as the diluent and inject 2 milliliters 
per kilogram of a solution containing 800 
units per milliliter. 

(d) Toxicity. Proceed as directed in 
§ 141.4, except use physiological salt 
solution as the diluent and inject, in a 


10 -second interval. 1.0 milliliter of a solu¬ 
tion containing 800 units per milliliter. 

(e) Moisture. Proceed as directed in 
§ 141.5 (a). 

(f) pH. Proceed as directed in § 141.5 

(b) , using a saturated aqueous solution 
prepared by adding 300 milligrams per 
milliliter. 

(g) Microscopical test for crystal¬ 
linity. Proceed as directed in § 141.5 

(c) . 

(h) Heat stability. Proceed as di¬ 
rected in § 141.5 (d) (1), except prepare 
the sample as follows: Dissolve the sam¬ 
ple in 5 milliliters of redistilled meth¬ 
anol. Further diute this solution with 
sufficient 1-percent phosphate buffer pH 
6.0 to give a concentration of 2.0 milli¬ 
grams per milliliter. 

(i) Penicillin G content. Proceed as 
directed in § 141.26 (h) using the follow¬ 
ing formula for calculating the percent 
of Z-ephenamine penicillin G: 


Percent of Z-ephenamine peniciUin G 


N-ethyl piperidine penicillin 
precipitate X 251 
Weight of sample in milligrams 


(j) Specific rotation. Accurately 
weigh approximately 250 milligrams of 
the sample in a 25-milliliter glass-stop¬ 
pered volumetric flask and dissolve in 
about 15 milliliters of absolute methanol, 
warming if necessary. Cool the solution 
to 20° C.. dilute to 25 milliliters with ab¬ 
solute methanol at 20° C., and mix thor¬ 
oughly. Transfer the solution to a 200- 
millimeter tube, determine the angular 
rotation in a suitable polarimeter, using 
sodium light or a 5,893 Angstrom filter, 
and calculate the specific rotation. 

§ 141.44 l-Ephenamine penicillin G in 
oil —(a) Potency. Proceed as directed 
in § 141.27 (a), except the last sentence 
thereof. If it is represented to contain 
less than 300,000 units per milliliter, its 
potency is satisfactory if it contains not 
less than 85 percent of the number of 
units so represented. If it is represented 
to contain 300,000 units per milliliter, its 
potency is satisfactory if it contains not 
less than 90 percent of the number of 
units so represented. 

(b) Sterility . Proceed as directed in 
5 141.7 (b). 

(c) Moisture. Proceed as directed in 
§ 141.7 (c). 

§ 141.45 l-Ephenamine penicillin G 
for aqueous injection-— (a) Potency. 
Proceed as directed in § 141.43 (a). Its 
potency is satisfactory if it contains not 
less than 90 percent of the number of 
units it is represented to contain. 

(b) Sterility. Proceed as directed in 
§ 141.2, except if it is the aqueous sus¬ 
pension of the drug and it does not con¬ 
tain a preservative incubate all tubes for 
14 days. 

(c) Moisture. Proceed as directed in 
§ 141.5 (a). 

(d) Pyrogens. Proceed as directed in 
§ 141.3, except use physiological salt 
solution as the diluent and inject 2 milli¬ 
liters per kilogram of a solution contain¬ 
ing 800 units per milliliter. 

(e) Toxicity. Proceed as directed in 
§ 141.4, except use physiological salt 
solution as the diluent and inject, in a 
10 -second interval, 1.0 milliliter of a 


solution containing 800 units per milli¬ 
liter. 

(f) pH —-( 1 ) Dry mixture of the drug. 
Proceed as directed in § 141.5 (b), using 
a saturated aqueous solution prepared 
by adding 300 milligrams per milliliter. 

(2) Aqueous suspension of the drug. 
Proceed as directed in § 141.5 (b), using 
the undiluted aqueous suspension. 

(See. 701, 52 Stat. 1055, 21 U. S. C. 371) 

2 . Part 146 is amended by adding the 
following new sections: 

§ 146.64 l-Ephenamine penicillin G 
( penicillin G l-ephenamine salt) —(a) 
Standards of identity , strength , quality 
and purity. Z-Ephenamine penicillin G 
is the heat stable crystalline Zeuo-N- 
methyl- 1 , 2 -diphenyl- 2 -hydroxyethyl- 
amine salt of penicillin G, prepared 
from crystalline penicillin G and crys¬ 
talline dl-N-methyl- 1 , 2 -diphenyl-2- 
hydroxyethylamine hydrochloride (98 
percent purity and a melting point of 
268.5° C. ±2.5° C.). It contains not less 
than 85 percent by weight of the levo- 
N-methyl- 1 ,2-diphenyl-2-hydroxyethyl- 
amine salt of penicillin G. It is so puri¬ 
fied and dried that: 

(1) Its potency is not less than 900 
units per milligram; 

( 2 ) It is sterile; 

(3) It is nonpyrogenic; 

(4) It is nontoxic; 

(5) Its moisture content is not more 
than 1.5 percent; 

( 6 ) Its pH in a saturated aqueous solu¬ 
tion is not less than 5 and not more than 
7.5; and 

(7) Its specific rotation in methanol 
at 20° C. is +111 0 ±2.5°. 

(b) Packaging. In all cases the im¬ 
mediate container shall be a tight con¬ 
tainer as defined by the U. S. P., shall be 
sterile at the time of filling and closing, 
shall be so sealed that the contents can¬ 
not be used without destroying the seal, 
and shall be of such composition as will 
not cause any change in the strength, 
quality, or purity of the contents beyond 
any limit therefor in applicable stand¬ 
ards, except that minor changes so 
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caused which are normal and unavoid¬ 
able in good packaging, storage, and dis¬ 
tribution practice shall be disregarded. 

(c) Labeling. Each package shall 
bear on its outside wrapper or container 
and the immediate container as herein¬ 
after indicated, the following: 

(1) The batch mark; 

(2) The weight of the drug and the 
number of units in the immediate con¬ 
tainer; 

(3) The statement “Expiration date 

_“ the blank being filled in 

with the date which is 24 months after 
the month during which the batch was 
certified; and 

(4) The statement “For manufactur¬ 
ing use only.” 

<d) Request for certification ; check 
tests and assays ; samyles. (1) In addi¬ 
tion to complying with the requirements 
of § 146.2, a person who requests certifi¬ 
cation of a batch shall submit with his 
request a statement showing the batch 
mark, the number of packages of each 
size in the batch, the weight of the drug 
and the number of units in each pack¬ 
age, and (unless it was previously sub¬ 
mitted) the date on which the latest 
assay of the drug comprising such batch 
was completed. Such request shall be 
accompanied or followed by the results 
of tests and assays made by him for 
potency, sterility, toxicity, pyrogens, 
moisture, pH, crystallinity, heat stability, 
the penicillin G content, and specific 
rotation. 

(2) Such person shall submit with his 
request a sample containing 10 approx¬ 
imately equal portions of at least 300 
milligrams, each taken from different 
parts of such batch. Each such portion 
shall be packaged in a separate container 
and in accordance with the requirements 
of paragraph (b) of this section. 

(3) In connection with contemplated 
requests for certification of batches of 
another drug in the manufacture of 
which it is to be used, the manufacturer 
of a batch which is to be so used may 
request the Commissioner to make check 
tests and assays on a sample of such 
batch taken as prescribed by subpara¬ 
graph (2) of this paragraph. From the 
information required by subparagraph 

( 1 ) of this paragraph may be omitted re¬ 
sults of tests and assays not required for 
the batch when used in such other drugs. 
The Commissioner shall report to each 
manufacturer results of such check tests 
and assays as are so requested. 

(e) Fees. The fee for the services 
rendered with respect to each batch un¬ 
der the regulations in this part shall be: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) ( 2 ) and 
(3) of this section; and 

(2) If the Commissioner considers 
that investigations other than the exam¬ 
ination of such immediate containers 
are necessary to determine whether or 
not such batch complies with the re¬ 
quirements of § 146.3 for the issuance of 
a certificate, the cost of such investiga¬ 
tions. 

The fee prescribed by subparagraph (1) 
of this paragraph shall accompany the 
request for certification unless such fee 
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Is covered by an advance deposit main¬ 
tained in accordance with § 146.8 (d). 

§ 146.65 l-Eplienamine penicillin G in 
oil —(a) Standards of identity , strength , 
quality , and purity . Z-Ephenamine pen¬ 
icillin G in oil is a suspension of Z-ephen- 
amine penicillin G in refined peanut oil 
or sesame oil with or without the addi¬ 
tion of one or more suitable and harm¬ 
less dispersing agents. Its potency is 
300.000 units per milliliter unless it is 
packaged and labeled solely for veteri¬ 
nary use. It is sterile. Its moisture con¬ 
tent is not more than 1 percent. The 
Z-ephenamine penicillin G used con¬ 
forms to the requirements of § 146.64 (a). 
Each other substance used, if its name is 
recognized in the U. S. P. or N. F.. con¬ 
forms to the standards prescribed there¬ 
for by such official compendium. 

(b) Packaging. The immediate con¬ 
tainer shall be of colorless transparent 
glass (unless it is packaged to contain a 
single dose), so closed as to be a tight 
container as defined by the U. S. P.. shall 
be sterile at the time of filling and clos¬ 
ing, and shall be so sealed that the con¬ 
tents cannot be used without destroying 
such seal. The immediate container 
shall be of such composition as will not 
cause any change in the strength, qual¬ 
ity, or purity of the contents beyond any 
limit therefor in applicable standards, 
except that minor changes so caused 
which are normal and unavoidable in 
good packaging, storage, and distribu¬ 
tion practice shall be disregarded. If it 
is packaged for dispensing, each such 
container shall contain not less than 1.0 
milliliter and not more than 20 milli¬ 
liters and each shall be filled with a vol¬ 
ume in excess of that designated, which 
excess shall be sufficient to permit the 
withdrawal and the administration of 
the volume indicated, whether admin¬ 
istered in single or multiple doses. 

(c) Labeling. Each package shall 
bear on its label or labeling as hereinafter 
indicated, the following: 

(1) On the outside wrapper or con¬ 
tainer and the immediate container of 
the package: 

(1) The batch mark; 

<ii) The number of units per milliliter 
of the batch; 

(iii) The statement “Expiration date 

...,“ the blank being filled in 

with the date which is 18 months after 
the month during which the batch was 
certified; 

(iv) The statements “For intramus¬ 
cular use only 0 and “Shake well”; and 

(v) The name of each oil used in mak¬ 
ing the batch, and, if aluminum mono¬ 
stearate is used as the dispersing agent, 
the quantity used. 

(2) On the circular or other labeling 
within or attached to the package, ade¬ 
quate directions for use and warnings as 
required by section 502 (f) of the act, 
including: 

(i) Clinical indications; 

(ii) Dosage and administration, in¬ 
cluding site of injection; 

(iii) Contraindications: and 

(iv) Untoward effects that may ac¬ 
company administration, including sen¬ 
sitization. 

(d) Request for certification; samples . 
(1) In addition to complying with the 


requirements of § 146.2, a person who re¬ 
quests certification of a batch shall 
submit with his request a statement 
showing the batch mark, the number of 
packages of each size in such batch, the 
batch mark and (unless it was previously 
submitted) the date on which the latest 
assay of the Z-ephenamine penicillin G 
used in making such batch was com¬ 
pleted, the number of units in each of 
such packages, the quantity of each in¬ 
gredient used in making the batch, the 
date on which the latest assay of the 
drug comprising such batch was com¬ 
pleted, and that each ingredient used in 
making such batch conforms to the re¬ 
quirements prescribed therefor by this 
section. 

(2) Except as otherwise provided by 
subparagraph (4) of this paragraph such 
person shall submit in connection with 
his request results of tests and assays of 
the following, made by him on an accu¬ 
rately representative sample of: 

(i) The batch; potency, sterility, and 
moisture. 

(ii) The Z-ephenamine penicillin G 
used in making the batch; potency, 
sterility, pyrogens, toxicity, moisture, pH. 
crystallinity, heat stability, penicillin G 
content, and specific rotation. 

(3) Except as otherwise provided by 
subparagraph (4) of this paragraph, such 
person shall submit in connection with 
his request, in the quantities hereinafter 
indicated, accurately representative 
samples of the following: 

(i) The batch; one package for each 
500 packages in the batch, but in no case 
less than 3 packages nor more than 12 
packages, collected by taking single pack¬ 
ages at such intervals throughout the en¬ 
tire time of packaging the batch that 
the quantities packaged during the in¬ 
tervals are approximately equal. 

(ii) The Z-ephenamine penicillin G 
used in making the batch; 10 packages, 
each containing approximately 300 milli¬ 
grams packaged in accordance with the 
requirements of § 146.64 (b). 

(iii) In case of an initial request for 
certification, one package containing ap- € 
proximately 150 grams of the peanut oil 
or sesame oil used and one package con¬ 
taining approximately 5 grams of each 
dispersing agent used. 

(4) No result referred to in subpara¬ 
graph ( 2 ) (ii) of this paragraph, and no 
sample referred to in subparagraph (3> 
(ii) of this paragraph, is required if such 
result or sample has been previously sub¬ 
mitted. 

(e) Fees. The fee for the services ren¬ 
dered with respect to each batch under 
the regulations of this part shall be: 

(1) $4.00 for each package submitted 
in accordance with paragraph (d) (3) of 
this section; and 

(2) If the Commissioner considers 
that investigations, other than examina¬ 
tion of such packages, are necessary to 
determine whether or not such batch 
complies with the requirements of 
8 146.3 for the issuance of a certificate, 
the cost of such investigations. The fee 
prescribed by subparagraph ( 1 ) of this 
paragraph shall accompany the request 
for certification unless such fee is cov¬ 
ered by an advance deposit maintained 
in accordance with § 146.8 (d). 
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$ 146.66 l-Ephenamine penicillin G 
for aqueous injection —(a) Standards of 
identity, strength, quality, and purity . 
Z-Eplienamine penicillin G for aqueous 
injection is a dry mixture of Z-ephena- 
mine penicillin G and one or more suit¬ 
able and harmless suspending or dis¬ 
persing agents, with or without one or 
more suitable and harmless preserva¬ 
tives and buffer substances, or it is an 
aqueous suspension of Z-ephenamine 
penicillin G and one or more suitable 
and harmless suspending/or dispersing 
agents, buffer substances, and preserva¬ 
tives, except that preservatives are not 
required if the immediate container is 
packaged to contain a single dose and is 
conspicuously so labeled. It is so purified 
that: 

(1) If it is an aqueous suspension of 
the drug, each container or each milli¬ 
liter shall contain not less than 300,000 

units; 

(2) It is sterile; 

(3) If it is the dry mixture of the drug, 
its moisture content is not more than 1.5 
percent; 

(4) It is nonpyrogenic; 

(5) It is nontoxic; and 

(6) Its pH in saturated aqueous solu¬ 
tion is not less than 5.0 and not more 
than 7.5. 

The Z-ephenamine penicillin G used 
conforms to the requirements of § 146.64 

(a). Each other substance used, if its 
name is recognized in the U. S. P. or N. F., 
conforms to the standards prescribed 
therefor by such official compendium. 

(b) Packaging. In all cases the im¬ 
mediate containers shall be tight con¬ 
tainers as defined by the U. S. P., shall 
be sterile at the time of filling and clos¬ 
ing. shall be so sealed that the contents 
cannot be used without destroying such 
seal, and shall be of such composition as 
will not cause any change in the 
strength, quality, or purity of the con- 
ten Is beyond any limit therefor in appli¬ 
cable standards, except that minor 
changes so caused which are normal and 
unavoidable in good packaging, storage, 
and distribution practice shall be disre¬ 
garded. In case it is packaged for dis¬ 
pensing, it shall be in immediate con¬ 
tainers of colorless transparent glass, 
closed by a substance through which a 
hypodermic needle may be introduced 
and withdrawn without removing the 
closure or destroying its effectiveness, 
unless it is the aqueous suspension of the 
drug and it is packaged to contain a sin¬ 
gle dose. If it is the dry mixture of the 
drug, each such container shall contain 
300.000 units, 600,000 units, 900,000 units, 
1,200,000 units, 1,500.000 units, or 3,000,- 
000 units, and each may be packaged in 
combination with a container of a suit¬ 
able aqueous diluent. If it is the aque¬ 
ous suspension of the drug, each such 
container shall contain not less than 1 
milliliter (unless it is packaged to con¬ 
tain a single dose) and not more than 10 
milliliters, and each shall be filled with a 
volume in excess of that designated, 
which excess shall be sufficient to permit 
the withdrawal and the administration 
of the volume indicated, whether admin¬ 
istered in either single or multiple doses. 
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(c) Labeling. Each package shall bear 
on its label or labeling as hereinafter in¬ 
dicated, the following: 

(1) On the outside wrapper or con¬ 
tainer and the immediate container: 

(1) The batch mark; 

(ii) The number of units in the imme¬ 
diate container; 

(iii) The statement “Expiration date 

-,” the blank being filled in, 

if it is the dry mixture of the drug, with 
the date which is 18 months, or if it is 
the aqueous suspension of the drug, with 
the date which is 12 months after the 
month during w T hich the batch was cer¬ 
tified; 

(iv) The statement “For intramuscu¬ 
lar use only”; and 

(v) If the drug contains preservatives, 
the name and quantity of each preserva¬ 
tive used. 

(2) On the outside wrapper or con¬ 
tainer, if it is the aqueous suspension of 
the drug, the statement “Store in refrig¬ 
erator not above 15° C. *59° F.),” or 
“Store below’ 15° C. (59° F.)." 

(3) On the circular or other labeling 
within or attached to the package, if it 
is packaged for dispensing, adequate 
directions for use and warnings as re¬ 
quired by section 502 (f) of the act, 
including: 

(1) Clinical indications; 

(ii) Dosage and administration; 

(iii) If it is the dry mixture of the 
drug, the conditions under which sus¬ 
pensions made from such drug should be 
stored, and the statement “Sterile sus¬ 
pension may be kept at room tempera¬ 
ture for 1 week, or in refrigerator for 
3 w’eeks, without significant loss of 
potency”; 

(iv) Contraindications; and 

(v) Untoward effects that may accom¬ 
pany administration, including sensiti¬ 
zation. 

If two or more immediate containers 
are in such package, the number of such 
circulars or other labeling shall not be 
less than the number of such containers. 

(d) Request for certification; samples . 
(1) In addition to complying with the 
requirements of § 146.2, a person who 
requests certification of a batch of 
Z-ephenamine penicillin G for aqueous 
injection shall submit with his request a 
statement showing the batch mark, the 
number of packages of each size in such 
batch, the batch mark and (unless it w T as 
previously submitted) the date on w’hich 
the latest assay of the Z-ephenamine 
penicillin G used in making such batch 
was completed, the number of units in 
each of such packages, the quantity of 
each ingredient used in making the 
batch, the date on which the latest as¬ 
say of the drug comprising such batch 
was completed, and a statement that 
each ingredient used in making the 
batch conforms to the requirements pre¬ 
scribed therefor by this section. If such 
batch, or any part thereof, is to be pack¬ 
aged with a solvent, such request shall 
also be accompanied by a statement that 
such solvent conforms to the require¬ 
ments prescribed therefor by this sec¬ 
tion. 

(2) Except as otherwise provided by 
subparagraph (5) of this paragraph, 
such person shall submit in connection 


5397 

with his request results of the tests and 
assays listed after each of the following, 
made by him on an accurately repre¬ 
sentative sample of: 

(i) The batch; potency, sterility, 
moisture (unless it is the aqueous sus¬ 
pension of the drug), pyrogens, toxicity, 
pH. 

(ii) The Z-ephenamine penicillin G 
used in making the batch; potency, 
crystallinity, heat stability, penicillin G 
content, and specific rotation. 

(3) Except as othenvise provided by 
subparagraph (5) of this paragraph, if 
such batch is packaged for dispensing, 
such person shall submit in connection 
with his request, in the quantities herein¬ 
after indicated, accurately representa¬ 
tive samples of the following: 

(i) The batch; one immediate con¬ 
tainer for each 5.000 immediate contain¬ 
ers in such batch, but in no case shall 
such sample consist of less than 10 or 
more than 17 immediate containers, col¬ 
lected by taking single immediate con¬ 
tainers at such intervals, throughout the 
entire time of packaging the batch that 
the quantities packaged during the in¬ 
tervals are approximately equal. 

(ii) Tne Z-ephenamine penicillin G 
used in making the batch; 3 packages 
containing approximately equal portions 
of not less than 500 milligrams each, 
packaged in accordance with the require¬ 
ments of § 146.64 <b). 

(iii) In case of an initial request for 
certification, each other ingredient used 
in making the batch, one package of each 
containing approximately 5 grams. 

(iv) In case of an initial request for 
the certification of a batch w r hich is to be 
packaged in combination with an aque¬ 
ous diluent which is not recognized by 
the U. S. P.. or when any change is made 
in the composition of such diluent; 5 
packages of the diluent included in the 
combination. 

(4> If such batch is packaged for re¬ 
packing, such person shall submit with 
his request a sample containing 10 ap¬ 
proximately equal portions equivalent to 
at least 300 milligrams, each taken from 
different parts of such batch; each such 
portion shall be packaged in a separate 
container and in accordance with the 
requirements of paragraph (b) of this 
section. 

(5) No result referred to in subpara¬ 
graph (2) (ii) of this paragraph, and 
no sample referred to in subparagraph 

(3) (ii) of this paragraph, is required 
if such result or sample has been previ¬ 
ously submitted. 

(e) Fees. The fee for the services ren¬ 
dered with respect to each batch under 
the regulations in this part shall be: 

(1) $4.00 for each immediate con¬ 
tainer in the sample submitted in ac¬ 
cordance with paragraph (d) (3) and 

(4) of this section; and 

(2) If the Commissioner considers that 
investigations, other than examination 
of such immediate containers, are nec¬ 
essary to determine whether or not such 
batch complies with the requirements of 
§ 146.3 for the issuance of a certificate, 
the cost of such investigations. 

The fee prescribed by subparagraph (1) 
of this paragraph shall accompany the 
request for certification unless such fee 
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is covered by an advance deposit main¬ 
tained in accordance with §146.8 <d). 
(Sec. 701. 52 Stat. 1055; 21 U. S. C. 371) 

This order, which provides lor tests 
and methods of assay and certification of 
three new antibiotic preparations, Z- 
ephenamine penicillin G. Z-ephenamine 
penicillin G in oil. and Z-ephenamine 
penicillin G for aqueous injection, shall 
become effective upon publication in the 
Federal Register, since both the public 
and the affected industries will benefit by 
the earliest effective date, and I so find. 

Notice and public procedure are not 
necessary prerequisites to the promulga¬ 
tion of this order, and I so find, since it 
was drawn in collaboration with inter¬ 
ested members of the affected industries 
and since it would be against public 
interest to delay providing for tests and 
methods of assay and certification of 
Z-ephenamine penicillin G, Z-ephenamine 
penicillin G in oil, and Z-ephenamine 
penicillin G for aqueous injection. 

Dated: June 1, 1951. 

[seal] John L. Thurston, 

Acting Administrator . 

[F. R. Doc. 51-6676; Filed, June 6, 1951; 

8:47 a. m l 


TITLE 24—HOUSING AND 
HOUSING CREDIT 

Chapter VIII—Office of Housing 
Expediter 

(Controlled Housing Rent Reg., Arndt. 380] 

[Controlled Rooms In Rooming Houses and 

Other Establishments Rent Reg., Arndt, 

875] 

Part 825— Rent Regulations Under the 

Housing and Rent Act of 1947, as 

Amended 

CALIFORNIA, ILLINOIS. MICHIGAN, MISSOURI, 
AND NEW JERSEY 

Amendment 380 to the Controlled 
Housing Rent Regulation (§§ 825.1 to 
825.12) and Amendment 375 to the Rent 
Regulation for Controlled Rooms in 
Rooming Houses and Other Establish¬ 
ments (§§ 825.81 to 825.92), Said regu¬ 
lations are amended in the following re¬ 
spects : 

1. Schedule A, Item 26a, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

Alameda County, except the Cities of Hay¬ 
ward. Livermore, Piedmont and San Leandro, 
and the Town of Pleasanton. 

This decontrols the City of Piedmont 
in Alameda County, California, a portion 
of the Alameda County, California, De¬ 
fense-Rental Area. 

2. Schedule A, Item 31, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Sutter County; and Yuba County, except 
the Cities of Marysville and Wheatland, and 
the portion of Yuba County described as 
follows: 

All North and East of a line beginning at 
a point on the line between Nevada County 
and Yuba County where said line is inter¬ 
sected by the south line of Township seven¬ 
teen (17) North Range six (6) East MDB&M 
and running thence west along said Town¬ 
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ship line to the southwest corner of said 
Township; then north along the west line of 
Township seventeen (17) and eighteen (18) 
North. Range six (6) East to the point where 
said line intersects the line between Butte 
County and Yuba County. 

Butte, except that portion described as 
follows: 

All North and East of a line beginning at 
a point in the boundary line between Yuba 
and Butte Counties, California, between T. 
18 N., R. 5 E. and T. 18 N., R. 6 E., thence 
North in Butte County along the east lines 
of T. 18 N., R. 5 E., T. 19 N., R. 5 E. and T. 
20 N., R. 5 E. to NE. corner of T. 20 N.. R. 5 E.; 
thence west along north line of T. 20 N., R. 

5 E. to SE. corner of T. 21 N.. R. 4 E.; thence 
north along east lines of T. 21 N., R. 4 E. f 
T. 22 N.. R. 4 E., and T. 23 N.. R. 4 E. to the 
NE. corner of T. 23 N.. R. 4 E.; thence west 
along the north lines of T. 23 N.. R. 4 E., 
T. 23 N., R. 3 E., and T. 23 N., R. 2 E. to the 
boundary line between Butte and Tehama 
Counties, California. 

This decontrols the City of Wheatland 
in Yuba County, California, a portion of 
the Marysville-Chico, California, De¬ 
fense-Rental Area. 

3. Schedule A, Item 39c, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Santa Clara County, except the Cities of 
Morgan Hill, Mountain View. Palo Alto. San 
Jose. Santa Clara and Sunnyvale, the Town 
of Los Gatos, and all unincorporated locali¬ 
ties. 

This decontrols the Cities of Morgan 
Hill and Sunnyvale in Santa Clara 
County, California, portions of the San 
Jose, California, Defense-Rental Area. 

4. Schedule A, Item 83, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Cook Couny. except the Cities of Blue 
Island, Des Plaines and Park Ridge, and 
the Villages of Lansing, Mt. Prospect. Pala¬ 
tine, Riverdale, Westchester, Wilmette and 
Wlnnetka; Du Page County; Kane County; 
and Lake County, except the City of Lake 
Forest. 

This decontrols the Village of Wil¬ 
mette in Cook County, Illinois, a portion 
of the Chicago, Illinois, Defense-Rental 
Area. 

5. Schedule A, Item 149, is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Oakland County, except (i) the Town¬ 
ships of Addison, Avon, Bloomfield, Brandon, 
Commerce, Groveland, Highland. Holly, In¬ 
dependence, Milford, Novi, Oakland, Orion, 
Oxford. Rose, Springfield, Waterford and 
West Bloomfield, (il) the VlUages of Clarks- 
ton. Holly, Lake Orion, Leonard, Milford, 
Ortonville, Oxford, Rochester and that por¬ 
tion of NorthvlUe located In Oakland 
County, and (iii) the Cities of Birmingham, 
Bloomfield Hills, Farmington. Ferndale, 
Hazel Park, Pontiac, Royal Oak, South Lyon 
and Sylvan Lake; Wayne County, except 
(i) the Cities of Grosse Pointe, Grosse Points 
Farms, Plymouth and Roosevelt Park, (il) 
the Villages of Grosse Pointe Shores, Tren¬ 
ton and Wayne, and (ill) that portion of the 
Village of Northville located in Wayne 
County; and Macomb County, except the City 
of Mount Clemens, and the Townships of 
Armada, Bruce, Lenox, Macomb, Ray, Rich¬ 
mond, Shelby, Sterling and Washington. 

In Washtenaw County, the Township of 
Ann Arbor and the City of Ann Arbor. 

This decontrols the Township of Novi 
in Oakland County, Michigan, and the 
City of Roosevelt Park in Wayne County, 


Michigan, portions of the Detroit, Michi¬ 
gan, Defense-Rental Area. 

6. Schedule A, Item 170a, is amended 
to read as follows: 

(170a) [Revoked and decontrolled.! 

This decontrols (1) the City of Kirks- 
ville in Adair County, Missouri, a portion 
of the Kirksville, Missouri, Defense- 
Rental Area, and all unincorporated lo¬ 
calities in said Defense-Rental Area, said 
City of Kirksville being the major por¬ 
tion of said Defense-Rental Area, based 
on a resolution submitted in accordance 
with section 204 (J) (3) of the Housing 
and Rent Act of 1947, as amended, and 
(2) the remainder of said Defense - 
Rental Area, consisting of the remaining 
incorporated portions of Adair County, 
if any, on the Housing Expediter’s own 
initiative in accordance with section 204 
(c) of said act. 

7. Schedule A, Item 191, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

Warren County, except the Borough of 
Washington, the Town of Belvidere, and the 
Townships of Franklin, Mansfield, Oxford, 
Pahaquarry. Pohatcong, Hardwick and Fre- 
llnghausen. 

The Counties of Hunterdon and Mercer. 

This decontrols the Township of 
Pohatcong in Warren County. New Jer¬ 
sey, a portion of the Trenton, New 
Jersey, Defense-Rental Area. 

All decontrols effected by this amend¬ 
ment, except Item 6 thereof, are based 
entirely oh resolutions submitted in ac¬ 
cordance with section 204 (j) (3) of the 
Housing and Rent Act of 1947, as 
amended. 

(Sec. 204, 61 Stat. 197, as amended; 50 U. S. C. 
App. Sup. 1894) 

This amendment shall be effective as 
of June 7, 1951. 

Issued this 4th day of June 1951. 

Tighe E. Woods, 
Housing Expediter . 

|F. R. Doc. 51-6596; Filed, June 6, 1951; 

8:49 a. m.l 


TITLE 32A—NATIONAL DEFENSE, 
APPENDIX 

Chapter III—Office of Price Stabiliza¬ 
tion, Economic Stabilization Agency 
[Ceiling Price Regulation 6. Amendment 8] 

CPR 6— Fats and Oils 

ALTERNATIVE PRICING METHOD FOR U. S. 
GOVERNMENT AGENCIES SELLING FAT¬ 
BEARING OR OIL-BEARING ANIMAL WASTE 
MATERIALS UNDER FIXED TERM CONTRACTS 

Pursuant to the Defense Production 
Act of 1950 (Pub. Law 774, 81st Cong ), 
Executive Order 10161 (15 F. R- 6105\ 
and Economic Stabilization Agency Gen¬ 
eral Order 2 (16 F. R. 738) this Amend¬ 
ment 8 to Ceiling Price Regulation 6 is 
hereby issued. 

STATEMENT OF CONSIDERATIONS 

Amendment 2 to Ceiling Price Regula¬ 
tion 6 added, among others, a new sec¬ 
tion 15 establishing ceiling prices lor 
fat-bearing and oil-bearing animal waste 
materials. Ceiling prices for such ma- 
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terials were established by section 15 as 
the highest prices at which such mate¬ 
rials were delivered to a purchaser of 
the same class during the base period 
from November 7 to December 7, 1951. 
This section has been interpreted as 
superseding section 4 (c) of Supple¬ 
mentary Regulation 1 to the General 
Ceiling Price Regulation which had 
theretofore exempted from price con¬ 
trol sales of scrap, waste, damaged or 
used materials or commodities by a de¬ 
fense agency. 

It has been brought to the attention 
of the Director of Price Stabilization that 
some inequities have occurred with re¬ 
spect to the pricing of sales of fat or oil¬ 
bearing animal wastes on the part of 
certain agencies of the United States 
Government, such as the departments of 
the Army, Navy, and Air Force, and their 
various installations, who customarily 
dispose of waste fats, interceptor grease, 
animal bones, food scraps and similar 
wastes under running term contracts, 
usually on an annual basis for the period 
of the fiscal year. Many of these agen¬ 
cies, are now ready to invite competitive 
bids for such waste materials for the next 
fiscal year, but because they were selling 
them during the base period at prices 
below prevailing rates, due to prior long¬ 
term contract commitments, these agen¬ 
cies would be compelled to offer their 
waste materials for sale at this time sub¬ 
ject to ceiling prices substantially below 
those now generally prevailing in the 
case of sales of like materials by other 
suppliers. 

This amendment, therefore, gives gov¬ 
ernment agencies the option of establish¬ 
ing their ceiling prices for fat or oil¬ 
bearing animal waste materials by 
adopting the prices of their most closely 
competitive seller. The result of this 
amendment will not only serve to re¬ 
move the inequities caused by the long¬ 
term contracts entered into by some 
agencies, but will also enable buyers of 
waste materials covered by this amend¬ 
ment to bid for their acquisition at cur¬ 
rently prevailing rates. Moreover, it will 
provide for government agencies the 
same flexibility of pricing their sales to 
private buyers, which is now accorded to 
private suppliers for their sales to agen¬ 
cies of the United States by General 
Overriding Regulation 2. 

AMENDATORY PROVISIONS 

Ceiling Price Regulation 6 is amended 
m the following respect: 

Section 15 is amended by deleting the 
present section 15 and substituting 
therefor the following new section to 
read as follows: 

Sec. 15. Ceiling Prices for fat-bearing 
and oil-bearing animal waste materials. 
(a) Ceiling prices for fat-bearing or 
oil -bearing animal waste materials are 
tbe highest prices at which such mate¬ 
rials were delivered to a purchaser of 
the same class during the period from 
November 7 to December 7, 1950, in¬ 
clusive. if such materials were not de¬ 
livered during this period, the ceiling 
price shall be the highest price at which 
such materials were offered for delivery 
uurmg this period to a purchaser of the 
same class. This offer must have been 


in writing. If no such materials were 
offered for delivery or dealt in during 
the above period, the ceiling prices for 
such materials shall be those of the 
seller’s most closely competitive seller of 
the same class selling the same mate¬ 
rials to the same class of purchaser. 

(b) As an alternative to the method 
provided in paragraph (a) of this sec¬ 
tion, agencies of the United States Gov¬ 
ernment, or any separate selling units 
of such agencies, who during the period 
from November 7 to December 7, 1950, 
inclusive, sold any of the waste materials 
covered by this section on the basis of 
fixed term contracts entered into with 
buyers of such materials prior to No¬ 
vember 7,1950, may determine their ceil¬ 
ing prices for future sales by adopting 
those of their most closely competitive 
seller. 

(Sec. 704, Pub. Law 774, 81st Cong.) 

Effective date. This amendment shall 
become effective June 11, 1951. 

Harold Leventhal, 

Acting Director of Price Stabilization. 

June 6, 1951. 

(F. R. Doc. 51-6687; Filed. June 6, 1951; 

4:C0 p. m.J 


[Ceiling Price Regulation 22, Supplementary 
Regulation 5 J 

CPR 22 —Manufacturers’ General 
Ceiling Price Regulation 

SR 5—USE OF FORMULA PRICING BY 
CONVERTERS OF PAPERBOARD 

Pursuant to the Defense Production 
Act of 1950 (Public Law 774, 81st Cong.), 
Executive Order 10161 (15 F. R. 6105), 
and Economic Stabilization Agency Gen¬ 
eral Order No. 2 (16 F. R. 738), this Sup¬ 
plementary Regulation 5 to Ceiling Price 
Regulation 22 is hereby issued. 

STATEMENT OF CONSIDERATIONS 

The segment of the paper industry 
known as converters of paperboard has 
historically priced its end products by 
the interplay of several factors, such as 
raw material costs, margin, converting 
and delivery charges. These end prod¬ 
ucts, chiefly boxes made of various 
grades of paperboard, are similar only 
to the extent that they are containers. 
From that point the factors used in the 
formula vary with each other. Conse¬ 
quently, although during any base period 
a particular manufacturer had in fact 
sold or delivered a particular box, he 
could have by application of his formula 
provided his customers with ceiling 
prices for thousands of boxes, if an esti¬ 
mate with respect to such boxes had been 
requested of him. 

Some box manufacturers on the basis 
of their formulas priced the standard 
commodities they were in a position to 
manufacture by publishing price lists, 
catalogues or manuals which merely 
reflected the sum total of the factors 
within the formula. But even in those 
instances, it was impracticable to list 
every conceivable size, shape, style or 
grade of box. However, upon request a 
price was quickly available for an un¬ 


listed item by the application of the 
formula. 

The language in section 6 (c) of Ceil¬ 
ing Price Regulation 22 does not clearly 
indicate that a converter of paperboard 
could, in determining his base period 
price, apply his formula for a particular 
box the price of which was not an¬ 
nounced or in effect in the base period, 
even though as outlined above, he had 
a pricing manual in effect during the 
base period with all of the information 
necessary to quote a price. To compel 
these manufacturers to comply literally 
with the other permissible pricing meth¬ 
ods of Ceiling Price Regulation 22, such 
as sections 30 to 34 would require an 
infinite number of reports, and thereby 
render the use of such sections admin¬ 
istratively impracticable. The simplest 
and most efficacious method of arriving 
at a ceiling price under Ceiling Price 
Regulation 22 would be to allow a con¬ 
verter of paperboard to determine to 
what extent his labor and materials 
costs have increased over his base period 
costs as permitted under the provisions 
of Ceiling Ptice Regulation 22 and apply 
this increase factor to the price for any 
commodity which he manufactured or 
could have manufactured during his 
base period by the use of his formula. 

This method of formula pricing will 
enable box manufacturers, as well as 
others included in this segment of the 
industry, to calculate very quickly their 
ceiling prices under Ceiling Price Regu¬ 
lation 22 for all their formula pricing 
commodities. It merely extends to sec¬ 
tion 6 (c) of Ceiling Price Regulation 
22 their historical pricing method, which 
any tailored regulation would be obliged 
to incorporate in arriving at ceiling 
prices. 

This permitted use of formula pricing 
will obviate the necessity for many 
manufacturers to use sections 32 and 33 
which relate generally to new commodi¬ 
ties, new categories, new sellers and new 
classes of purchasers. To the extent 
sections 32 and 33 are not used the 
reporting requirements thereunder are 
waived. 

In the judgment of the Director of 
Price Stabilization, the provisions of this 
supplementary regulation are generally 
fair and equitable and are necessary to 
effectuate the purposes of Title IV of the 
Defense Production Act of 1950. 

So far as practicable, the Director of 
Price Stabilization gave due considera¬ 
tion to the national effort to achieve 
maximum production in furtherance of 
the objectives of the Defense Production 
Act of 1950 and to relevant factors of 
general applicability. 

REGULATORY PROVISIONS 

Sec. 

1. What this supplementary regulation does. 

2. Formula pricing for base period. 

3. Changes in reporting. 

Authority: Sections 1 to 3 issued under 
6ec. 704, Pub. Law 774, 81st Cong. Interpret 
or apply Title IV, Pub. Law 774, 81st Cong., 
E. O. 10161, Sept. 9, 1950, 15 F. R. 6105; 3 CFR, 
1950, Supp. 

Section 1. What this supplementary 
regulation does, (a) This supplemen¬ 
tary regulation modifies section 6 of Ceil¬ 
ing Price Regulation 22 by permitting 
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converters of paperboard to determine 
their base period prices by the applica¬ 
tion of their pricing formulas in effect 
during the base period. The use of sec¬ 
tion 2 of this regulation will facilitate 
certain reporting requirements, as de¬ 
scribed in section 3. 

(b) All other provisions of Ceiling 
Price Regulation 22 are unaffected by 
this supplementary regulation. 

Sec. 2. Formula pricing for base period . 
A converter of paperboard who manufac¬ 
tures any commodity therefrom, such as 
boxes, laminated sheets, drums, pails, 
tubes and related products, and who 
cannot determine a base period price for 
all such commodities which he manufac¬ 
tures under section 6 (a), (b) or (c) of 
CPR 22, may use his pricing formula, in 
effect during the base period to satisfy 
the requirements of “a price list, cata¬ 
logue. or similar statement" under sec¬ 
tion 6 (c). Such pricing formula must 
have been in writing or contained in some 
price list, catalogue or manual which re¬ 
flected his raw material cost, margin, 
conversion and delivery ch&rges in effect 
during his base period. In using such 
formula there is no requirement in this 
supplementary regulation for any deliv¬ 
eries of such commodities. 

Sec. 3. Change in reporting. If you 
determine any or all of your base period 
prices under this supplementary regula¬ 
tion, then (a) for those commodities, 
the base period prices of which are de¬ 
termined under section.2 of this regula¬ 
tion, the provisions of sections 32 and 
33 of CPR 22 are waived, and (b) you 
need not report in Item 8 of OPS Pub¬ 
lic Form 8 all products whose ceiling 


RULES AND REGULATIONS 

prices are higher than those under the 
General Ceiling Price Regulation, but 
only three standard items which you ac¬ 
tually sold or delivered during the base 
period. 

Effective date. This supplementary 
regulation shall become effective on July 
2,1951, or such earlier date between May 
28, 1951 and July 2, 1951, as you may 
select. If you select such an earlier date, 
the regulation becomes effective as to 
you upon that date for all of your com¬ 
modities covered by the supplementary 
regulation. 

Note: The record keeping and reporting 
requirements of this regulation have been 
approved by the Bureau of the Budget in 
accordance with the Federal Reports Act of 
1942. 

Harold Leventhal, 
Acting Director of Price Stabilization . 

June 6, 1951. 

[F. R. Doc. 51-6676; Filed, June 6, 1951; 
11:06 a. m.J 

TITLE 41—PUBLIC CONTRACTS 

Chapter Ill^Committee on Purchases 
of Blind-Made Products 

Part 301 —Purchases of Blind-Made 
Products 

CLEARANCES 

Section 301.6 Clearances is revised to 
read as follows: 

§ 301.6 Clearances, (a) The Federal 
Supply Service may grant to any order¬ 
ing office a clearance to purchase from 
commercial sources any item listed in the 


Schedule when the Federal Supply Serv¬ 
ices determines that a clearance is 
necessary to meet emergency require¬ 
ments. Two copies of any such clear¬ 
ance Issued, together with a statement 
as to the emergency involved, will be 
sent by the Federal Supply Service to 
National Industries for the Blind within 
thirty days after issuance thereof. 

(b) Any ordering office may purchase 
from commercial sources any item listed 
in the Schedule to meet requirements 
(1) of military necessity which require 
delivery within two weeks (2) that are 
less than a single unit or (3) that are 
for use outside the continental United 
States. 

<c) Whenever an ordering office has 
requested an allocation from National 
Industries and in reply has been fur¬ 
nished with a statement by the National 
Industries listing items that none of the 
agencies for the blind can furnish within 
the period specified in the request for 
an allocation the ordering office may 
purchase the items, and quantities 
thereof, listed in the statement from 
commercial sources; Provided, That pur¬ 
chase action to secure such items is in¬ 
stituted within thirty days from the date 
of the statement by National Industries 
or within such further period as may 
be indicated in the statement by Na¬ 
tional Industries. 

(Sec. 2. 52 Stat. 1196; 41 U. S. C. 47) 

Issued: May 25, 1951. * 

Robert LeFevre. 

Secretary. 

[F. R. Doc. 51-6579; FUed, June 6, 1951; 

8:48 a. m.) 


NOTICES 


FEDERAL POWER COMMISSION 

[Docket No. 0-1148] 

Phillips Petroleum Co. 

ORDER GRANTING MOTION FOR OMMISSION OF 
INTERMEDIATE DECISION PROCEDURE AND 
FIXING DATE FOR ORAL ARGUMENT 

May 31, 1951. 

At the conclusion of the hearing in 
this matter. Commission staff counsel 
made an oral motion before the Presid¬ 
ing Examiner, pursuant to § 1.30 (c) of 
the rules of practice and procedure, re¬ 
questing that the intermediate decision 
procedure be omitted. This motion was 
concurred in by counsel for respondent 
and all counsel present. In concurring 
in the motion for omission of the inter¬ 
mediate decision procedure, counsel for 
respondent requested oral argument be¬ 
fore ' the Commission and all counsel 
joined in this request. 

The Presiding Examiner has fixed 
June 22, 1951, as the date for the filing 
of initial briefs and July 5, 1951 for the 
filing of reply briefs. The motions for 
the omission of the intermediate decision 


procedure and for oral argument have 
been referred to the Commission for its 
consideration. 

The Commission finds: Good cause ex¬ 
ists for omitting the intermediate de¬ 
cision procedure and for setting the 
matter for oral argument. 

The Commission orders; 

(A) The motion for omission of the 
Intermediate decision procedure be and 
the same is hereby granted. 

(B) The matters involved and the is¬ 
sues presented in this proceeding be and 
the same are hereby set for oral argu¬ 
ment before the Commission commenc¬ 
ing at 10:00 a. m., e. d. s. t., on July 9, 
1951, in Conference Room "B" of the 
Departmental Auditorium, Constitution 
Avenue between Twelfth and Fourteenth 
Streets NW., Washington, D. C. 

Date of issuance: June 1,1951. 

By the Commission. 

[seal] J. H. Gutride, 

Acting Secretary. 

[F. R. Doo. 51-6561; Filed, Jun« 6, 1951; 

8:45 a. m.J 


DEPARTMENT OF COMMERCE 

Federal Maritime Board 

[Docket No. M-33] 

South Atlantic Steamship Line, Inc, 

NOTICE OF HEARING ON APPLICATION TO 
BAREBOAT CHARTER GOVERNMENT-OWNED, 
WAR-BUILT, DRY-CARGO VESSELS 

Pursuant to section 3, Public Law 591, 
81st Congress, notice is hereby given 
that an informal public hearing will be 
held at Washington, D. C., on June 12, 
1951, at 10 o’clock a. m.. e. d. s. t.. in 
Room 4823 Department of Commerce 
Building, before Examiner Robert Fur¬ 
ness, upon the application of South At¬ 
lantic Steamship Line, Ihc., to bareboat 
charter two Victory-type AP-2 Cargo 
vessels for use in applicant’s existing 
berth service. Trade Route No. 11 be¬ 
tween South Atlantic ports of the Umtea 
States, including Hampton Roads ports, 
and ports in the United Kingdom ana 
Atlantic Europe, and for calls eastbouna 
only at Philadelphia and/or Baltimore 
as cargo offers to load bulk grain in liner 
parcels and/or armed services cargo io 
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United Kingdom and/or Continent Bor- 
deaux-Hamburg range. 

The purpose of the hearing is to re¬ 
ceive evidence with respect to whether 
the service for which such vessels are 
proposed to be chartered is required in 
the public interest and would not be ade¬ 
quately served without the use therein 
of such vessels, and with respect to the 
availability of privately-owned Ameri- 
can-fiag vessels for charter on reason¬ 
able conditions and at reasonable rates 
for use in such service. 

All persons having an interest in such 
application will be given an opportunity 
to be heard if present. 

The parties may have oral argument 
before the examiner immediately follow¬ 
ing the close of the hearing, in lieu of 
briefs, and the examiner will issue a 
recommended decision. Parties may 
have seven (7) days within which to file 
exceptions to or memoranda in support 
of the examiner’s recommended deci¬ 
sion. but the Board reserves the right 
to determine whether oral argument on 
exceptions will be granted and whether 
briefs in connection therewith will be 
received. 

Dated: May 27, 1951. 

By order of the Federal Maritime 

Board. 

[seal! A. J. Williams. 

Secretary. 

|F. R. Doc. 51-6603; Filed, June 6, 1951; 

8:51 a. m] 


National Production Authority 

(NPA Del. 7 as amended June 7, 19511 

Dihectors of Regional Offices and Man¬ 
agers of District Offices of the De¬ 
partment of Commerce 

delegation of authority to administer 

NPA ORDER M—4 

NPA Del. 7 as amended April 17, 1951, 
Is amended by making certain changes 
in List A. 

Del. 7 as amended reads as follows: 

1. Pursuant to the authority of section 

2. E. O. 10200, Jan. 3, 1951, 16 F. R. 61; 
Defense Production Administration Del¬ 
egation 1, January 24, 1951; and U. S. 
Department of Commerce Order 123 as 
amended, the following administrative 
functions to be performed pursuant to 
NPA Order M-4 are delegated to the 
Directors of the Regional Offices of the 
U. S. Department of Commerce, and the 
Managers of the District Offices of the 
U. s. Department of Commerce, speci¬ 
fied in List A of this delegation: 

(a) To receive, consider, pass upon, 
and take action for and in the name of 
the National Production Authority upon, 
applications for an authorization to 
commence construction pursuant to sec¬ 
tion 6 of NPA Order M-4. 

<b) To receive, consider, pass upon, 
and take action for and in the name of 
the National Production Authority upon, 
applications for adjustment and excep¬ 
tion based upon unreasonable hardship 
pursuant to section 11 of NPA Order 
M-4. 


(c) To receive, consider, pass upon, 
and take action for and in the name of 
the National Production Authority upon, 
applications for exemption where the 
prohibition of such construction would 
not be in the interest of the national 
defense pursuant to section 11 of NPA 
Order M-4. 

2. Actions taken by a Regional Direc¬ 
tor or District Manager pursuant to this 
delegation shall be signed as follows: 

National Production Authority 

By... 

(Name and Title) 

3. Whenever the Regional Director or 
District Manager is absent from his of¬ 
fice for a period longer than 3 days, he 
is authorized to delegate to the person 
placed in charge of the office during 
his absence the right to sign the name 
of the Regional Director or the District 
Manager to actions taken pursuant to 
this delegation. 

This delegation as amended shall take 
effect on June 7, 1951. 

National Production 
Authority, 

Manly Fleischmann, 

Administrator. 

List A 

REGIONAL OFFICES TO WHOSE DIRECTORS THIS 
DELEGATION EXTEND3 

Region I—1800 Customhouse, Boston 9, 
Mass. 

Region II—42 Broadway, New York 4, N. Y. 

Region III—Jefferson Building, 1015 
Chestnut Street. Philadelphia 6. Pa. 

Region IV—Room 2, Mezzanine, 801 East 
Broad Street, Richmond 19. Va. 

Region V—418 Atlanta National Building, 
60 Whitehall Street SW., Atlanta 3. Ga. 

Region VI—410 Union Commerce Build¬ 
ing, 925 Euclid Avenue, Cleveland 14. Ohio. 

Region VII—1763 La Salle-Wacker Build¬ 
ing. 221 North La Salle Street, Chicago 1. Ill. 

Region VIII—207 Minnesota Federal Sav¬ 
ings and Loan Building. 607 Marquette Ave¬ 
nue, Minneapolis 2, Minn. 

Region IX—2400 Fidelity Building, 911 
Walnut Street, Kansas City 6, Mo. 

Region X—Room 1114, 1114 Commerce 
Street, Dallas 2, Tex. 

Region XI—142 New Customhouse, Nine¬ 
teenth and Stout Streets, Denver 2. Colo. 

Region XII—315 Flood Building, 870 Mar¬ 
ket Street, San Francisco 2, Calif. 

Region XIII—809 Federal Office Building, 
909 First Avenue, Seattle 4, Wash. 

DISTRICT OFFICES TO WHOSE MANAGERS THIS 
DELEGATION EXTENDS 

312 Court Square Building, 200 East Lex¬ 
ington Street, Baltimore 2, Md. 

731 Frank Nelson Building, Second Avenue 
and Twentieth Street. Birmingham, Ala. 

719 James Building, Eighth and Broad 
Street, Chattanooga 2, Tenn. 

1404 Federal Reserve Bank Building, 105 
West Fourth Street, Cincinnati 2. Ohio. 

601 Securities Building. 418 Seventh Street, 
Des Moines 9. Iowa. 

1038 Federal Building, 230 West Fort Street, 
Detroit 26, Mich. 

Chamber of Commerce Building, 310 San 
Francisco Street, El Paso, Tex. 

224 Post Office Building, 135 High Street. 
Hartford 1, Conn. 

602 Federal Office Building, Houston 14, 
Tex. 

425 Federal Building. 311 West Monroe 
Street. Jacksonville 1, Fla. 

1546 United States Post Office and Court¬ 
house. 312 North Spring Street, Los Angeles 
12, Calif. 


631 Federal Building, Louisville 2, Ky. 

229 Federal Building. Memphis 3, Tenn. 
947 Seybold Building, 36 Northeast First 
Street, Miami 32, Fla. 

308 Federal Building, 109-13 St. Joseph 
Street, Mobile 10, Ala. 

1508 Masonic Temple Building, 333 St. 
Charles Avenue, New Orleans. La. 

502 W. O. W. Building, 1319 Farnam Street, 
Omaha 2, Neb. 

1021 Clark Building, 717 Liberty Avenue, 
Pittsburgh 22. Pa. 

217 Old United States Courthouse, 520 
Southwest Morrison Street, Portland 4. Oreg. 
327 Post Office Annex, Providence 3, R. I. 
910 New Federal Building, 1114 Market 
Street, St. Louis 1, Mo. 

528 Dooly Building, 109 West Second 
Street South, Salt Lake City 1, Utah. 

518 Bedell Building, 118 Broadway, San 
Antonio, Tex. 

411 Pennsylvania Building. Front and 
French Streets, Wilmington, Del. 

IF. R. Doc. 51-6688; Filed, June 6, 1951; 
11:32 a. m.J 


(Delegation 141 

Administrator of Federal Security 
Agency et al. 

delegation of authority to process ap¬ 
plications UNDER NPA ORDER M-4 

1. Pursuant to the authority under 
the Defense Production Act of 1950 (Pub. 
Law 774, 81st Cong.), Executive Orders 
10161 (15 F. R. 6105) and 10200 (16 F. R. 
61). and Defense Production Adminis¬ 
tration Delegation 1 (16 F. R. 738), the 
following functions to be performed pur¬ 
suant to NPA Order M-4 (Construction) 
are delegated to each of the persons 
named in Table 1, with power to redele¬ 
gate and to authorize successive redele¬ 
gations with respect to the categories of 
construction set forth in said table op¬ 
posite his name: 

(a) To receive, consider, pass upon, 
and take action in his own name, includ¬ 
ing appellate action, upon applications 
for authorization to commence construc¬ 
tion, pursuant to section 6 of NPA Order 
M-4; 

(b) To receive, consider, pass upon, 
and take action in his own name, includ¬ 
ing appellate action, upon applications 
for adjustment or exception based upon 
a claim of unreasonable hardship, or 
upon a claim that prohibition of the con¬ 
struction is not in the interest of the 
national defense, pursuant to section 11 
of NPA Order M-4. 

2. Notwithstanding paragraph 1 of 
this delegation, the authority delegated 
hereby does not include any category of 
construction specified in List A of NPA 
Order M-4, except that the Administra¬ 
tor of the Federal Security Agency and 
the Administrator for Veterans Affairs 
may take action with respect to such a 
category if such construction is required 
as part of an integrated hospital pro¬ 
gram. 

3. Notwithstanding paragraph 1 of 
this delegation, the authority delegated 
hereby does not include the approval of 
the commencement of construction of 
any office building, administration build¬ 
ing, retail store, retail outlet, or service 
store unless such construction is an in¬ 
tegral part of a category of construction 
respectively specified in Table I. 
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NOTICES 


4. Any authorization, adjustment, or 
exception under NPA Order M-4 issued 
by any delegate named in this delega¬ 
tion pursuant to any of the foregoing 
paragraphs must be correlated with the 
delegate's activities under the Controlled 
Materials Plan of the National Produc¬ 
tion Authority; and the projects ap¬ 
proved by each delegate, and the 
allotment of controlled materials made 
therefor, will be charged against the total 
construction program and allotments 
approved for such delegate by the De¬ 
fense Production Administration. 

5. Insofar as it is inconsistent there¬ 
with, this delegation supersedes NPA 
Delegation No. 7. 

6. As used in this delegation, the terms 
•‘petroleum," “gas," “solid fuels," “elec- 


FEDERAL TRADE COMMISSION 

(File No. 21-153] 

Set-up Paper Box Industry 

NOTICE OP HEARING AND OF OPPORTUNITY 
TO PRESENT VIEWS, SUGGESTIONS, OR 
OBJECTIONS 

Opportunity is hereby extended by the 
Federal Trade Commission to any and 
all persons, partnerships, corporations, 
associations, or other parties, including 
farm, labor, and consumer groups, af¬ 
fected by or having an interest in the 
proposed trade practice rules for the 
set-up paper box industry, to present 
to the Commission such pertinent in¬ 
formation, suggestions, or objections as 
they may desire to submit, and to be 
heard in the premises. For this purpose 
copies of the proposed rules may be 
obtained upon request to the Commis¬ 
sion. Such views, information, sug- 


tric power," •‘metals and minerals,” 
“food," “domestic transportation," “stor¬ 
age," and “port facilities" have the same 
meanings as are set forth in Executive 
Order 10161. 

7. Any action taken under this dele¬ 
gation shall be signed in the name of the 
delegate or redelegate by the individual 
taking such action and shall be authenti¬ 
cated by the signature of such individual 
together with the title of his position. 

This delegation shall take effect on 
June 7,1951. 

National Production 
Authority, 

Manly Fleischliann, 

Administrator . 


gestions, or objections may be submitted 
by letter, memorandum, brief, or other 
communication, to be filed with the 
Commission not later than June 28,1951. 
Opportunity to be heard orally will be 
afforded at the hearing beginning at 
10 a. m., d. s. t., June 28, 1951, in Room 
332, Federal Trade Commission Building, 
Pennsylvania Avenue at Sixth Street 
NW., Washington. D. C., to any person 
who desires to appear and be heard. 
After due consideration of all matters 
presented in writing or orally, the Com¬ 
mission will proceed to final action on 
the proposed rules. 

The industry for which these rules are 
proposed is composed of persons, firms, 
corporations and organizations engaged 
in the business of manufacturing, selling, 
or offering for sale of boxes fabricated 
from noncorrugated paperboard of 
the set-up (noncollapsible) type. Such 
boxes are used extensively in the distri¬ 


bution and marketing of shirts, hosiery, 
roprietary drugs, and numerous other 
roducts. 

Issued: June 4, 1951. 

By the Commission. 

[seal] D. C. Daniel, 

Secretary. 

[F. R. Doc. 51-6593; Filed, June 6, 1951; 
8:49 a. m.] 


INTERSTATE COMMERCE 
COMMISSION 

{4th Sec. Application 261 35] 

Sulphate Black Liquor Skimmings From 

Texas, Arkansas, and Louisiana to 

Natchez, Miss. 

application for relief 

June 4, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: D. Q. Marsh, Agent, for car¬ 
riers parties to his tariffs L C. C. Nos. 
3894, 3906, and 3908. 

Commodities involved: Sulphate black 
liquor skimmings, in tank-car loads. 

From: Houston, Tex., Camden and 
Crossett, Ark., Bastrop and Spring Hill, 
La. 

To: Natchez, Miss. 

Grounds for relief: Circuitous routes. 

Schedules filed containing proposed 
rates: D. Q. Marsh’s tariff I. C. C. No. 
3894, Supp. 71; D. Q. Marsh’s tariff 
I. C. C. No. 3908, Supp. 57; D. Q. Marsh's 
tariff I. C. C. No. 3906, Supp. 51. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice 
of the Commission, Rule 73, persons 
other than applicants should fairly dis¬ 
close their interest, and the position 
they intend to take at the hearing with 
respect to the * application. Otherwise 
the Commission, in its discretion, may 
proceed to investigate and determine the 
matters involved in such application 
without further or formal hearing. If 
because of an emergency a grant of tem¬ 
porary relief is found to be necessary 
before the expiration of the 15 -day pe¬ 
riod, a hearing, upon a request filed 
within that period, may be held subse¬ 
quently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

[F. R. Doc. 51-6585; Filed, June 6, 19 5 h 
8:48 a. m.] 


{4th Sec. Application 26136] 

Scrap Aluminum From Tennessee and 
Alabama to Southern and Official 
Territories 

application for relief 

June 4, 1951. 

The Commission is in receipt of toe 
above-entitled and numbered appnca- 


Delegate 

The Administrator of the 
Federal Security Agency. 


The Administrator of Veter¬ 
ans Affairs. 

The Administrator of the 
Housing and Home Finance 
Agency. 

The Secretary of Agriculture— 


The Secretary of the Interior— 


The Petroleum Administrator 
for Defense. 

The Secretary of Commerce— 


The Administrator of the De¬ 
fense Transport Adminis¬ 
tration. 

{F. R. Doc, 


Table I 

Category of construction 

All school and library construction; all hospital and health 
facility construction other than the Veterans' Administra¬ 
tion and military hospitals; aU other health and sanitation 
programs. 

The hospital program of the Veterans* Administration. 

Housing construction, alteration, and repair, except housing 
and community facilities on federally owned property under 
the control of the Atomic Energy Commission, and except 
housing on military reservations. 

Farm construction; food production and processing facilities 
and wholesale food distribution facilities within the limits 
of the memorandum of agreement between the Administra¬ 
tor of the Production and Marketing Administration and 
the Administrator of the National Production Authority 
(16 F. R. 3410) as from time to time amended or supple¬ 
mented. 

Facilities for departmental programs of the Department of the 
Interior; faciUties for the production, preparation, and 
processing of 60lid fuelB; facilities for the generation, trans¬ 
mission, and distribution of electric power; facilities for the 
production and processing of the metals and minerals 
listed In column 1 of appendix A of NPA Delegation No. 5; 
facilities for the production and processing of fishery 
products. 

Facilities for the production, processing, refining, and distri¬ 
bution of petroleum and gas. 

Bureau of Public Roads programs for highway construction 
and maintenance of all rural and urban highways, streets, 
highway equipment repair shops, bridges, tunnels, toll road 
facilities, and appurtenant Installations, regardless of 
financing; air navigation facilities, civil airports; shipyards. 

Facilities for domestic transportation, storage, and port facili¬ 
ties, as defined in E. O. 10161. 

, 51-6689; Filed, June 0, 1951; 11:33 a. m.) 
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tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. E. Boyle. Jr.. Agent, for 
carriers parties to Agent C. A. Span- 
inger’s tariff L C. C. No. 1172 and other 
tariffs, pursuant to fourth-section order 
No. 9800. 

Commodities involved: Scrap alumi¬ 
num, in carloads. 

From: Memphis, Alcoa and Maryville, 
Tenn.; Listerhill and Sheffield, Ala., and 
other specified points in southern ter¬ 
ritory. 

To: Specified points in southern and 
official territories. 

Grounds for relief: Circuitous routes 
and to maintain grouping. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As provided 
by the general rules of practice of the 
Commission, Rule 73, persons other than 
applicants should fairly disclose their 
interest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
in its discretion, may proceed to investi¬ 
gate and determine the matters involved 
in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, upon 
a request filed within that period, may 
be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary . 

(F. R. Doc. 51-6586; Filed, June 6, 1951; 

8:48 a. m.J 


[4th Sec. Application 26137] 

Liquefied Petroleum Gas From Mobile, 

Ala., to Official Territory East of 

Illinois-Indiana State Line 

APPLICATION FOR RELIEF 

June 4, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. E. Boyle, Jr., Agent, for 
carriers parties to Agent C. A. Spanin- 
ger’s tariff I. C. C. No. 1065. 

Commodities involved: Liquified pe¬ 
troleum gas, in tank-car loads. 

From: Mobile. Ala. 

To: Points in official territory east of 
the Illinois-Indiana State line. 

Grounds for relief: Competition with 
rail carriers, circuitous routes, and to 
maintain grouping. 

Schedules filed containing proposed 
rates: C. A. Spaninger’s tariff I. C. C. No. 
1065, Supp. 227. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
irom the date of this notice. As provided 
by the general rules of practice of the 
commission. Rule 73, persons other than 
applicants should fairly disclose their in¬ 


terest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
in its discretion, may proceed to investi¬ 
gate and determine the matters involved 
in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, 
upon a request filed within that period, 
may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary . 

[F. R. Doc. 51-6587; Filed, June 6, 1951; 

8:48 a. m.} 


• 14th Sec. Application 261381 

Methanol From Military, Kans., to W. 

T. L. Territory 

application for relief 

June 4, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: L. E. Kipp, Agent, for car¬ 
riers parties to his tariff I. C. C. No. 
A-3614. 

Commodities involved: Methanol and 
anti-freeze preparations, carloads. 

From: Military, Kans. 

To: Specified points in western trunk¬ 
line territory. 

Grounds for relief: Circuitous routes 
and market competition. 

Schedules filed containing proposed 
rates: L. E. Kipp's tariff I. C. C. No. 
A-3614, Supp. 115. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commission 
in writing so to do within 15 days from 
the date of this notice. As provided by 
the general rules of practice of the Com¬ 
mission, Rule 73, persons other than ap¬ 
plicants should fairly disclose their in¬ 
terest, and the position they intend to 
take at the hearing with* respect to the 
application. Otherwise the Commis¬ 
sion, in its discretion, may proceed to 
investigate and determine the matters 
involved in such application without fur¬ 
ther or formal hearing. If because of an 
emergency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, 
upon a request filed within that period, 
may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary . 

[F. R. Doc. 51-6588; Filed, June 6, 1951; 

8:49 a. m.] 


[4th Sec. Application 26139] 

Commodity Rates Between Points in 
W. T. L. Territory 

application for relief 

June 4,1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 


tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: L. E. Kipp, Agent, for car¬ 
riers parties to his tariff I. C. C. No. A- 
3733 and Chicago, St. Paul, Minneapolis, 
and Omaha Railway* Company tariff 
I. C. C. No. 4856. 

Commodities involved: Various com¬ 
modities, carloads. 

Between: Points in western trunk¬ 
line territory. 

Grounds for relief: Competition with 
rail carriers. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commission 
in writing so to do within 15 days from 
the date of this notice. As provided by 
the general rules of practice of the Com¬ 
mission, Rule 73, persons other than 
applicants should fairly disclose their 
interest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
in its discretion, may proceed to investi¬ 
gate and determine the matters involved 
in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, 
upon a request filed within that period, 
may be held subsequently. 

By the Commission, Division 2. 

I seal] W. P. Bartel, 

Secretary. 

[F. R. Doc. 51-6589; Filed, June 6, 1951; 

8:49 a. m.] 


[4th Sec. Application 26140] 

Petroleum Products From Wilmington, 

N. C.. to Western North Carolina and 

South Carolina 

application for relief 

June 4, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. E. Boyle, Jr., Agent, for 
carriers parties to Agent C. A. Spanin- 
ger’s tariff I. C. C. No. 1065. 

Commodities involved: Petroleum and 
petroleum products, in tank-car loads, 
as described in items 469 and 472 of 
above-mentioned tariff. 

From: Wilmington, N. C. 

To: Points in western North Carolina 
and South Carolina. 

Grounds for relief: Circuitous routes 
and market competition. 

Schedules filed containing proposed 
rates: C. A. Spaninger’s tariff I. C. C. No. 
1065, Supp. 228. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in waiting so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice 
of the Commission, Rule 73, persons 
other than applicants should fairly 
disclose their interest, and the posi¬ 
tion they intend to take at the hear¬ 
ing with respect to the application. 
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Otherwise the Commission, in its discre¬ 
tion, may proceed to investigate and de¬ 
termine the matters involved in such 
application without further or formal 
hearing. If because of an emergency 
a grant of tempgrary relief is found to 
be necessary before the expiration of the 
15-day period, a hearing, upon a re¬ 
quest filed within that period, may be 
held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

[F. R. Doc. 61-6590; Filed, June 6, 1951; 

8:49 a. m.] 


14th Sec. Application 26141] 

Come From Alabama to Decatur. Ga. 
application for relief 

June 4. 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate' Commerce Act. 

Filed by: R. E. Boyle, Jr., Agent, for 
Birmingham Southern Railroad Com¬ 
pany and other carriers named in the 
application. 

Commodities involved: Coke, coke 
breeze, dust and screenings, carloads. 

From: Birmingham, Ala., and points 
in the Birmingham district. 

To: Decatur. Ga. 

Grounds for relief: Circuitous routes. 

Schedules filed containing proposed 
rates; C. A. Spaninger’s tariff I. C. C. No. 
1150, Supp. 23. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice of 
the Commission. Rule 73, persons other 
than applicants should fairly disclose 
their interest, and the position they in¬ 
tend to take at the hearing with respect 
to the application. Otherwise the Com¬ 
mission, in its discretion, may proceed 
to investigate and determine the matters 
involved in such application without fur¬ 
ther or formal hearing. If because of 
an emergency a grant of temporary re¬ 
lief is found to be necessary before the 
expiration of the 15-day period, a hear¬ 
ing, upon a request filed within that 
period, may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

|F. R. Doc. 51-6591; Filed, June 6. 1951; 

8:49 a. m.J 


[4th Sec. Application 26142] 

Scrap Tin or Terne Plate From Orlando, 
Fla., to Pittsburgh, Pa. 

application for relief 

June 4, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 


haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. E. Boyle, Jr., Agent, for 
carriers parties to Agent C. A. Span¬ 
inger’s tariff I. C. C. No. 1193. 

Commodities involved: Scrap tin or 
terne plate, carloads. 

From: Orlando, Fla. 

To: Pittsburgh, Pittsburgh (WestEnd) 
and Neville Island, Pa. 

Grounds for relief: Circuitous routes 
and to apply over short tariff routes rates 
constructed on the basis of the short 
line distance formula. 

Schedules filed containing proposed 
rates; C. A. Spaninger’s tariff I. C. C. 
No. 1193, Supp. 19. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice of 
the Commission, Rule 73, persons other 
than applicants should fairly disclose 
their interest, and the position they in¬ 
tend to take at the hearing with respect 
to the application. Otherwise the Com¬ 
mission, in its discretion, may proceed to 
investigate and determine the matters 
involved in such application without 
further or formal hearing. If because 
of an emergency a grant of temporary 
relief is found to be necessary before 
the expiration of the 15-day period, a 
hearing, upon a request filed within that 
period, may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

(F. R. Doc. 61-6592; Filed. June 6, 1951; 

8:49 a. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 

Paul Kaye 

memorandum opinion and order 

REVOKING REGISTRATION 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., on 
the 1st day of June A. D. 1951. 

In the matter of Paul Kaye, 60 E. 42d 
Street, New York, New York. 

This proceeding was instituted pursu¬ 
ant to section 15 (b) of the Securities 
Exchange Act of 1934 ("the act”) to de¬ 
termine whether Paul Kaye, a registered 
dealer, willfully violated section 17 <a) 
of the act and Rule X-17A-5 thereunder 
and, if so, whether it is in the public 
interest to revoke his registration. * 1 

The proceeding was instituted on 
March 15, 1951, by notice and order for 
hearing, a copy of which was sent by reg¬ 
istered mail to Kaye. Despite receipt of 
the registered letter, Kaye did not appear 


* Section 15 (b) provides in part; 

"The Commission shall, after appropriate 
notice and opportunity for hearing, by 
order ♦ • • revoke the registration of any 
broker or dealer If It finds that such * ' ' 
revocation Is In the public interest and that 

(1) such broker or dealer • • • (D) has 

willfully violated any provision • • • of 
this title, or of any rule or regulation there¬ 
under.” 


personally or through a representative 
at the time and place designated in the 
notice, nor did he file a motion to change 
the place of hearing. 

On November 28,1942, we promulgated 
Rule X-17A-5 under section 17 (a) of 
the act, which provides, among other 
things, that every registered broker or 
dealer must file with this Commission a 
report of financial condition during each 
calendar year commencing with the year 
1943. Promulgation of the rule was an¬ 
nounced by publication in the Federal 
Register, by release to the press, and by 
distribution to persons on our mailing 
fist. 

Kaye’s registration became effective on 
September 8, 1944, and has not been 
withdrawn, cancelled, revoked or sus¬ 
pended. Our records show that he did 
not file the required reports during any 
year from 1946 through 1850. 

In a letter dated March 26, 1951, 
wherein he acknowledged receipt of the 
registered notice, and in copies of two 
letters enclosed in the March 26 letter, 
Kaye indicated that in 1946 he was ad¬ 
vised of the necessity for filing financial 
reports, but that his records were in the 
Attorney General’s office. However, this 
fact of itself did not excuse his failure 
to file financial reports for the years 1947 
through 1950. We therefore find that 
Kaye was fully apprised of the necessity 
for filing financial reports and that he 
willfully violated section 17 (a > of the 
act and Rule X-17A-5 thereunder as a 
result of his failure to do so for the years 
1947 through 1950. 

We conclude, on the basis of the fore¬ 
going, that it is necessary in the public 
interest to revoke his registration. 
However, in view of the fact that Jvaye 
was not present at the hearing, and to 
avoid any possible prejudice to him, our 
order will provide that the revocation of 
his registration be without prejudice to 
a motion on his part to reopen the pro¬ 
ceeding and to seek, upon a proper show¬ 
ing. to set aside the order of revocation. 

Accordingly , it is ordered , That the 
registration of Paul Kaye as a dealer be, 
and it hereby is. revoked without prej¬ 
udice to a motion by said Paul Kaye 
to reopen the record in the proceeding 
and, upon a proper showing, to set aside 
the order of revocation. 

By the Commission. 

[seal] Orval L. DuBois. 

Secretary. 

(F. R. Doc. 61-6569; Filed, June 6. 19 tl; 

8:46 a. m.] 


[File Nos. 59-10, 54-82, 69-39. 64-50, 54-1471 
North American Co. et al. 

MEMORANDUM OPINION AND ORDER DENYING 
PETITION 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. c., 
on the 1st day of June A. D. 1951. 

In the matter of The North American 
Company and its subsidiary companies, 
File No. 59-10; The North American 
Company, File No. 54-82; Nor ^L A ??. er * 
ican Light & Power Company Holding 
Company System and The North Amen- 
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can Company, File No. 59-39; North 
American Light & Power Company, File 
No. 54-50; Illinois Power Company, File 

No. 54-147. 

On May 7,1951. we issued a memoran¬ 
dum opinion and order in the above en¬ 
titled proceedings in which we held, 
among other things, that an application 
by Amelie A. Wallace and John Wallace 
for an allowance for fees and expenses 
should be denied for the reason that they 
had not made any contribution for which 
they should be compensated. The 
Wallaces have filed a petition for a re¬ 
consideration of their application for 
allowances and for a rehearing in which 
they might establish on the record by 
examination of those members of the 
Commission’s staff who have knowledge 
thereof the steps taken by the staff 
with respect to the program proposed by 
the Wallaces in a letter written to this 
Commission in 1941. 

The petition for reconsideration and 
rehearing presents nothing new and is in 
effect merely a reargument of matters 
already considered. Applications on be¬ 
half of the Wallaces to subpoena ami 
examine former members of our staff 
were presented during the proceedings. 
It has been our consistent policy not to 
permit inquiry, into the steps taken by 
our staff in the course of its exploration 
into questions relating to the formula¬ 
tion of a plan of reorganization under 
section 11 or other forms of compliance 
with the act. 

Accordingly , it is ordered , That the 
petition of Amelie A. Wallace and John 
Wallace in the above entitled proceed¬ 
ings for reconsideration and rehearing 
be, and it is hereby is, denied. 

By the Commission. 

[SEALl ORVAL L. DUBOIS, 

Secretary. 

IP. R. Doc. 51-6564; Piled, June 6, 1951; 

8:45 a. m.J 


lFile No. 70-2612] 

Union Electric Co. of Missouri and 
Union Electric Power Co. 

ORDER PERMITTING ACQUISITION BY REGIS¬ 
TERED HOLDING COMPANY OF ADDITIONAL 
SHARES OF COMMON STOCK OF SUBSID¬ 
IARY 

At a regular session of the Securities 
Exch ange Commission, held at its 
office in the city of Washington, D. C. # 
on the 1st day of June A. D. 1951. 
/i«H n i on , Electric Company of Missouri 
[ Union”) , a registered holding company 
and an electric utility subsidiary of The 
f, j 1 American Company, also a regis¬ 
tered holding company, and Union Elec¬ 
ts Power Company (“Union Electric 
Power ”), a wholly owned electric utility 
subsidiary of Union, having filed with 
this Commission an application-decla¬ 
ration and an amendment thereto pur¬ 
suant to the Public UtiUty Holding 
company Act of 1935 (“act”) and par¬ 
ticularly sections 6 (b), 9 (a) and 10 
Hereof and Rule U-44 thereunder, with 
aspect to the following proposed trans¬ 
actions: 

No. no-* 


Union Electric Power proposes to is¬ 
sue and sell to Union from time to time 
during the period ending December 31, 
1952, $7,000,000 aggregate par value of 
additional shares of its Common Stock, 
of the par value of $20 per share, which 
will be pledged by Union with the trustee 
of Union’s mortgage securing its First 
Mortgage and Collateral Trust Bonds. 
Union Electric Power proposes to use 
the proceeds from the sale of its stock 
for the construction of new facilities and 
to reimburse its treasury for monies pre¬ 
viously expended for such purpose. 

The proposed issuance and sale of 
common stock by Union Electric Power 
have been approved by the Illinois Com¬ 
merce Commission and the acquisition 
of such common stock by Union has been 
approved by the Missouri Public Service 
Commission. 

Applicants-declarants estimate that 
the fees and expenses incident to the 
proposed transactions will aggregate 
$13,300, including $2,000 for legal serv¬ 
ices. 

Said amended application-declaration 
having been duly filed and notice of such 
filing having been given in the form and 
manner prescribed by Rule U-23 pro¬ 
mulgated pursuant to said act. and the 
Commission not having received a re¬ 
quest for hearing with respect to said 
amended application-declaration within 
the period specified in said notice or 
otherwise, and not having ordered a 
hearing thereon; and 

The Commission finding with respect 
to said application-declaration, a s 
amended, that the requirements of the 
applicable provisions of the act and the 
rules and regulations promulgated there¬ 
under are satisfied, that no adverse find¬ 
ings are necessary, that the fees and ex¬ 
penses in the estimated amounts are not 
unreasonable, and the Commission 
deeming it appropriate in the public in¬ 
terest and in the interest of investors 
and consumers that said application- 
declaration, as amended, be granted and 
permitted to become effective forthwith: 

It is ordered , Pursuant to Rule U-23 
and the applicable provisions of the act, 
that said application-declaration, as 
amended, be, and the same hereby is, 
granted and permitted to become effec¬ 
tive forthwith, subject to the terms and 
conditions prescribed in Rule U-24. 

By the Commission. 

[SEAL] ORVAL L. DUBOIS, 

Secretary . 

[F. R. Doc. 51-6568; Filed, June 6, 1951; 

8:46 a. m.J 


(File No. 70-2623] 

Birmingham Electric Co. 

ORDER GRANTING APPLICATION TO ACQUIRE 
PROMISSORY NOTES IN CONNECTION WITH 
SALE OF TRANSPORTATION PROPERTIES 

At a regular session of the securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., 
on the 31st day of May 1951. 

Birmingham Electric Company (“Bir¬ 
mingham”), a public Utility company 
and an indirect subsidiary of The South¬ 


ern Company, a registered holding com¬ 
pany, having filed an application, and 
amendments thereto, pursuant to sec¬ 
tions 9 (a) and 10 of the Public Utility 
Holding Company Act of 1935 (“act”) 
regarding the following proposed trans¬ 
actions: 

This Commission on August 24, 1950. 
entered an order whereby Alabama 
Power Company, a public utility sub¬ 
sidiary of The Southern Company, was 
permitted to acquire certain capital stock 
of Birmingham. Such order provided, 
in effect, that Alabama Power Company 
shall dispose, not later than August 31, 
1951, of any direct or indirect interest 
in the transportation properties and 
business owned by Birmingham. On 
May 2, 1951, Birmingham notified this 
Commission, pursuant to the provisions 
of Rule U-44 <c) under the act. that tt 
has entered into an agreement dated 
April 10, 1951 with a group of Birming¬ 
ham businessmen for the sale of its 
transportation properties and business. 
The Commission determined that no 
declaration was required to be filed in 
connection with the proposed sale. The 
details with respect to the proposed sale 
are more fully set forth in Holding Com¬ 
pany Act Releases No. 10551. The pro¬ 
posed sale and abandonment of its trans¬ 
portation business by Birmingham upon 
consummation of such sale have been 
authorized by the Alabama Public Serv¬ 
ice Commission. 

Part of the consideration to be re¬ 
ceived by Birmingham under the terms 
of the agreement is to consist of $S00.00O 
principal amount of purchase money 
obligations of an Alabama corporation to 
be organized by the purchasers and to 
which Birmingham will transfer the real 
estate upon which are located the trans¬ 
portation offices, garages, shops and 
storage yards used by Birmingham in its 
transportation business. Such obliga¬ 
tions will be dated as of the date of trans¬ 
fer of Birmingham’s property to be sold, 
will be secured by a first mortgage on all 
of the property of the new Alabama cor¬ 
poration, will bear interest at the rate of 
4*/2 percent per annum, payable annu¬ 
ally, will mature twelve years after date 
and will be amortized at the rate of 
$25,000 per annum for the first four years 
and at the rate of $50,000 thereafter. 

Said application having been filed on 
May 2, 1951, and amendments having 
been filed on May 23. 1951 and on May 
28.1951, notice of said filing having been 
given in the form and manner prescribed 
by Rule U-23 promulgated pursuant to 
said act and the Commission not having 
received a request for hearing with re¬ 
spect to said application within the 
period specified in said notice, or other¬ 
wise, and.not having ordered a hearing 
thereon; and 

The Commission finding that said 
amended application satisfies the re¬ 
quirements of the applicable provisions 
of the act and the rules thereunder, that 
no adverse findings are necessary in con¬ 
nection with the proposed transaction, 
that the estimated fees and expenses are 
not unreasonable, and that the amended 
application should be granted without 
the imposition of terms and conditions 
other than those contained in Rule U-24; 
and the Commission deeming it appro- 
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priate to grant the request of applicant 
that said order herein become effective 
upon the issuance thereof: 

It is ordered , Pursuant to said Rule 
TJ-23 and the applicable provisions of 
said act that the amended application 
be, and the same hereby is, granted, ef¬ 
fective forthwith, subject to the terms 
and cond’tions contained in Rule U-24. 

By the Commission. 

[SEAL] ORVAL L. DUBOIS, 

Secretary. 

[F. R. Doc. 61-6565; FUed, June 6, 1951; 
8:45 a. m.J 


[File No. 70-2624) 

New England Power Co. and Lowell 
Electric Light Corp. 

ORDER AUTHORIZING ISSUANCE OF 
PROMISSORY NOTES 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C.. on 
the 31st day of May A. D. 1951. 

New England Power Company 
(“NEPCO”) and The Lowell Electric 
Light Corporation (“Lowell”), subsidiary 
public utility companies of New England 
Electric System, a registered holding 
company, having filed applications-dec¬ 
larations. pursuant to sections 6 (a) and 
7 of the Public Utility Holding Company 
Act of 1935 and Rule U-42 (b) (2) pro¬ 
mulgated thereunder, with respect to the 
following transactions: 

NEPCO proposes to issue under the 
terms and provisions of a bank loan 
agreement to five banks, namely. The 
First National Bank of Boston. The 
Chase National Bank of the City of New 
York. Central Hanover Bank and Trust 
Company, Irving Trust Company and 
The New York Trust Company, from 
time to time but not later than Decem¬ 
ber 31, 1951, promissory notes in the ag¬ 
gregate principal amount up to but not 
exceeding $12,000,000. Said notes will 
mature April 1, 1952. and will bear in¬ 
terest at not less than 2\h. percent per 
annum nor more than 2% percent per 
annum. The proceeds from said notes 
will be used by NEPCO to finance tempo¬ 
rarily its construction program through 
1951. 

Lowell proposes to issue under the 
terms and provisions of a bank loan 
agreement to the above named banks, 
from time to time but not later than 
November 1, 1951, promissory notes in 
an aggregate amount up to but not ex¬ 
ceeding $2,700,000. Lowell’s new notes 
will mature April 1. 1952 and will bear 
interest at not less than 2 Vi percent nor 
more than 2% percent. Of the proceeds 
to be derived from said notes, $2,100,000 
will be used to retire an equivalent prin¬ 
cipal amount of notes now outstanding, 
and the balance to finance temporarily 
Its construction program through 1951. 

NEPCO’s bank agreement provides, 
among other things, for commitment 
commissions at the rate of Va of 1 per¬ 
cent per annum on the average daily 
difference between the amount of the 
banks’ commitment and the amount bor¬ 
rowed thereunder while, in the case of 


NOTICES 

Lowell, no commitment commission will 
be paid. 

Each of the applicants-declarants 
states that if any permanent financing 
is done before the maturity date of the 
notes proposed to be issued, it will ap¬ 
ply the proceeds from such financing in 
reduction of, or in total payment of, 
promissory notes authorized and then 
outstanding and the amount of notes, 
authorized but then unissued, if any, will 
be reduced by the amount, if any, by 
which such permanent financing exceeds 
the amount of promissory notes at the 
time outstanding. 

The applications-declarations state 
that incidental services in connection 
with the proposed transactions will be 
performed, at cost, by New England 
Power Service Company, an affiliated 
service company, such cost being esti¬ 
mated not to exceed $1,000 for each of 
the applicants-declarants, or the aggre¬ 
gate sum of $2,000. Other expenses, in¬ 
cluding out-of-pocket expenses and 
counsel fees of The First National Bank 
of Boston, as Agent for the five lending 
banks and the printing of the bank loan 
agreements, are estimated - not to exceed 
$700 for NEPCO and $400 for Low r ell, or 
the aggregate sum of $1,100. 

The applications-declarations further 
state that no state commission has juris¬ 
diction over the proposed transactions. 

Each of the applicants-declarants re¬ 
quest that the Commission’s order herein 
become effective forthwith upon issu¬ 
ance. 

Said applications-declarations having 
been duly filed on May 2,1951, and notice 
of said filing having been duly given in 
the form and manner prescribed by Rule 
U-23 promulgated pursuant to said act 
and the Commission not having received 
a request for hearing with respect to 
said applications-declarations within the 
period specified, or otherwise, and not 
having ordered a hearing thereon; and 

The Commission finding with respect 
to said applications-declarations that 
the requirements of the applicable provi¬ 
sions of the act and rules thereunder are 
satisfied and deeming it appropriate in 
the public interest and in the interest of 
investors and consumers that said appli- 
cations-declarations be permitted to be¬ 
come effective forthwith: 

It is ordered , Pursuant to Rule U-23 
and the applicable provisions of said act. 
that the said applications-declarations 
be, and hereby are, granted and per¬ 
mitted to become effective forthwith, 
subject to the terms and conditions pre¬ 
scribed in Rule U-24. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

[F. R. Doc. 51-6562; Filed, June 6, 1951; 

8:45 a. m.l 


[File No. 70-26251 

Lawrence Gas and Electric Co. 

ORDER AUTHORIZING ISSUANCE OF 
PROMISSORY NOTES 

At a regular session of the Securities 
and Exchange Commission held at its 


office in the city of Washington, D. c„ 
on the 31st day of May A. D. 1951. 

Lawrence Gas and Electric Company 
(“Lawrence”), a public utility subsidiary 
company of New England Electric Sys¬ 
tem, a registered holding company, hav¬ 
ing filed a declaration, pursuant to 
section 7 of the Public Utility Holding 
Company Act of 1935 and Rule U-42 (b) 
(2) promulgated thereunder, with re¬ 
spect to the following transactions: 

Lawrence proposes, under the terms 
and provisions of a bank loan agreement, 
to issue to five banks, namely, The First 
National Bank of Boston, The Cha?e Na¬ 
tional Bank of the City of New York, 
Central Hanover Bank and Trust Com¬ 
pany, Irving Trust Company and The 
New York Trust Company, from time to 
time but not later than December 31, 
1951, promissory notes in an aggregate 
principal amount up to but not exceed¬ 
ing $2,000,000. Said notes will mature 
April 1, 1952 and will bear interest at the 
rate of not less than 2 Vi percent per 
annum nor more than 2?4 percent per 
annum. The proposed bank loan agree¬ 
ment provides, among other things, for 
the payment of commitment commis¬ 
sions at the rate of V 4 of 1 percent per 
annum for the period from May 15.1951, 
to December 31, 1951, on the average 
daily difference between the amount of 
the banks’ commitments and the amount 
borrowed. 

The proceeds to be derived from the 
proposed notes will be used by Lawrence 
for the payment of $100,000 face amount 
of presently outstanding promissory 
notes and to finance temporarily its con¬ 
struction program through the year 1951 
and to pay for the conversion costs in 
connection with the distribution of nat¬ 
ural gas which the company expects will 
be available in the latter half of 1951. 

Lawrence proposes that if any per¬ 
manent financing is done, or if all or 
substantially all of its gas properties are 
sold, before the maturity of the notes 
proposed to be issued, it will apply the 
proceeds therefrom in reduction of, or 
in total payment of, notes then out¬ 
standing, and the balance of such 
amount of notes then authorized but un¬ 
issued, if any, will be reduced by the 
amount, if any, by which such perma¬ 
nent financing, or the proceeds from the 
sale of gas properties, exceeds the notes 
at the time outstanding. 

The declaration states that incidental 
services in connection with the proposed 
transactions will be performed, at cost, 
by New England Power Service Com¬ 
pany. an affiliated service company, such 
cost being estimated not to exceed $1,000. 
Other expenses, including out-of-pocket 
expenses and counsel fees of The First 
National Bank of Boston, as Agent for 
the five lending banks and the printing 
of the bank loan agreements, are esti¬ 
mated not to exceed $400. 

The declaration further states that no 
state commission has jurisdiction over 
the proposed transactions. 

Lawrence requests that the Commis¬ 
sion's order herein become effective upon 
Issuance 

Said declaration having been duly filed 
on May 4, 1951, and notice of said filing 
having been duly given in the form ana 
manner prescribed by Rule U-23 promul- 
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gated pursuant to said act and the Com¬ 
mission not having received a request for 
hearing with respect to said declaration 
within the period specified, or otherwise, 
and not having ordered a hearing there¬ 
on; and 

The Commission finding with respect 
to said declaration that the requirements 
of the applicable provisions of the act 
and rules thereunder are satisfied and 
deeming it appropriate in the public in¬ 
terest and in the interest of investors 
and consumers that said declaration be 
permitted to become effective: 

It is ordered , Pursuant to Rule U-23 
and the applicable provisions of said act, 
that the said declaration, be, and hereby 
is. permitted to become effective forth¬ 
with, subject to the terms and conditions 
prescribed in Rule U-24. 

By the Commission. 

[seal] Orval L, DuBois, 

Secretary. 

|F. R. Doc. 51-6563; Filed, June 6, 1951; 

8:45 a. m.] 


[File No. 70-26331 

Indiana & Michigan Electric Co. 


NOTICE OF PROPOSED BORROWING OF FUNDS 
FROM CERTAIN BANKING INSTITUTIONS 


At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington. D. C., 
on the first day of June A. D. 1951. 

Notice is hereby given that Indiana & 
Michigan Electric Company (“Indiana & 
Michigan”), an electric utility subsidiary 
company of American Gas and Electric 
Company, a registered holding company, 
has filed an application pursuant to the 
Public Utility Holding Company Act of 
1935, and has designated section 6 (b) of 
the act as being applicable to the pro¬ 
posed transactions. 

Ail interested persons are referred to 
said application which is on file in the 
office of this Commission for a statement 
of the transactions therein proposed, 
which are summarized as follows: 

Indiana & Michigan proposes to bor¬ 
row not to exceed in the aggregate 
$1,000,000, from time to time prior to De¬ 
cember 31, 1952, from certain banking 
institutions and to issue notes in evi¬ 
dence thereof. The proposed borrowings 
will be made in the indicated amounts 
from the following banks: 


Name of Dank and Address Amount 


to-ing Trust Co.. New York, N. Y_. 52, 250, 000 
Guaranty Trust Co. of New York, 

New York. N. Y_ 2. 250, 000 

Bankers Trust Co.. New York 


N Y. 

Mellon National Bank & Trust 
Co.. Pittsburgh. Pa_ 


1, 250. 000 
1.250.000 


The notes to be issued by Indiana & 
evidencing such borrowings 
will be dated as of the date the money is 
borrowed in each case and will mature 
a months or less after the date of issu¬ 
ance. it is expected that the initial bor- 
rowing will be in the aggregate amount of 
^,000,000 and will be made on or before 
July l, 1951. The notes evidencing such 
mitial borrowing will bear interest from 


the date thereof at the then current 
prime credit rate which is presently 2 J /a 
percent per annum. Subsequent bor¬ 
rowings will bear interest from the re¬ 
spective dates thereof at the then current 
prime credit rate. In that connection, 
Indiana & Michigan states that at least 
10 days prior to each proposed subse¬ 
quent borrowing, it will file an amend¬ 
ment to its application setting forth the 
amount of the proposed borrowing and 
the rate of interest to be charged there¬ 
on. Applicant requests that each such 
amendment become effective 10 days 
after the filing thereof without further 
order of the Commission, provided no 
action is taken by the Commission with 
respect thereto within such 10 day period. 

Indiana & Michigan further states that 
the notes may be prepaid from time to 
time in whole or in part without pre¬ 
mium. No finders fees or commissions 
are to be paid by Indiana & Michigan. 

The proceeds from the proposed bor¬ 
rowings will be used to enable Indiana & 
Michigan to proceed with its construc¬ 
tion program during the years 1951 and 
1952. The applicant states that a pro¬ 
gram of permanent financing will be 
undertaken by the company in 1952 
which will provide, among other things, 
for the payment of the then outstanding 
notes. 

The application states that the Pub¬ 
lic Service Commission of Indiana has 
jurisdiction over the proposed trans¬ 
actions. 

Notice is further given that any in¬ 
terested person may, not later than 
June 14, 1951, at 5:30 p. m. e. d. s. t. 
request the Commission in writing that 
a hearing be held on such matter, stat¬ 
ing the reasons for such request, the 
nature of his interest, and the issues 
of fact or law raised by said application, 
as filed or as subsequently amended, 
which he desires to controvert, or may 
request that he be notified if the Com¬ 
mission should order a hearing thereon. 
Any such request should be addressed: 
Secretary: Securities and Exchange 
Commission. 425 Second Street NW., 
Washington 25, D. C. At any time after 
June 14, 1951, said application, as filed 
or as amended, may be granted as pro¬ 
vided in Rule U-23 of the rules and reg¬ 
ulations promulgated under the act, or 
the Commission may exempt such 
transactions as provided in Rules U-20 
(a) and U-100 thereof. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary . 

[F. R. Doc. 51-6567: Filed, June 6, 1951; 

8:46 a. m.J 


[File No. 70-26411 

Washington Water Power Co. 

NOTICE OF PROPOSED BORROWING OF FUNDS 
FROM CERTAIN BANKING INSTITUTIONS 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C. f 
on the 31st day of May 1951. 

Notice is hereby given that The Wash¬ 
ington Water Power Company (“Wash¬ 
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ington"), an electric utility subsidiary of 
American Power & Light Company, a reg¬ 
istered holding company, has filed an ap¬ 
plication with this Commission under the 
Public Utility Holding Company Act of 
1935 and has designated section 6 (b) of 
said act as being applicable to the pro¬ 
posed transactions. 

All interested persons are referred to 
said application which is on file in the 
office of this Commission for a statement 
of the transactions therein proposed, 
wliich are summarized as follow's: 

Washington proposes to borrow from 
Guaranty Trust Company of New York, 
Mellon National Bank and Trust Com¬ 
pany of Pittsburgh, Pennsylvania, and 
Seattle First National Bank (Spokane 
and Eastern branch). Spokane. Wash¬ 
ington, under a revolving credit, an ag¬ 
gregate principal amount of not to exceed 
$26,000,000. from time to time prior to 
June 15, 1954, and to issue notes in evi¬ 
dence thereof. The notes evidencing the 
loans w'ould bear interest, from their re¬ 
spective dates until they become due. at 
the rate of 2% percent per annum until 
June 15.1952, and 2 7 / 8 percent thereafter 
to maturity. All such notes w r ould ma¬ 
ture not later than June 15, 1954. Each 
of the above-named banks would partic¬ 
ipate in the proposed borrowings in 
amounts not to exceed those designated 
in the Credit Agreement between the 
three banks and Washington. Under the 
Credit Agreement, Washington would 
pay a commitment fee of Y 2 of 1 percent 
per annum on the daily average unused 
amount of such commitment to June 15. 
1954. 

Washington proposes to use a portion 
of the proceeds from the above-men¬ 
tioned loans to repay the entire balance 
of the Company’s 2 percent bank loans 
from Seattle-First National Bank (Spo¬ 
kane and Eastern branch), of which a 
maximum principal amount of $7,150,000 
will be outstanding prior to their ma¬ 
turity on October 31, 1951. The balance 
of the proceeds w^ould be used to meet 
necessary expenditures to be incurred in 
connection with the Company’s con¬ 
struction program. 

Washington states that it proposes to 
take the first step toward a permanent 
financing program in the latter part of 
1951 or early in 1952, at which time the 
Company proposes to issue first mortgage 
bonds to the maximum amount possible 
and to retire a large part of all of the 
bank loans of the Company then out¬ 
standing. The Company further states 
that, conditioned upon earnings being 
sufficient, it proposes thereafter to issue 
additional first mortgage bonds to the 
extent possible and the proceeds from 
such additional bonds w'ould be used to¬ 
ward reducing the Company’s bank 
loans. Washington states that, at the 
time of its first permanent debt financ¬ 
ing, it will pursue a program for the 
complete refinancing of all of the bank 
loans and such program will provide for 
the retirement of the Company’s pres¬ 
ently outstanding $6 Preferred Stock. 

The applicant states that the notes 
may be prepaid from time to time in 
whole or in part. No finder’s fees or 
commissions are to be paid by Wash¬ 
ington. 
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The applicant further states that the 
Washington Public Service Commission 
and the Public Utilities Commission of 
the State of Idaho have jurisdiction over 
the proposed transactions. 

Notice is further given that any inter¬ 
ested person may, not later than June 13, 
1951, at 5:30 p. m., e. d. s. t., request the 
Commission in writing that a hearing be 
held on such matter, stating the reasons 
for such request, the nature of his inter¬ 
est, and the issues of fact or law raised 
by said application, as filed or as subse¬ 
quently amended, which he desires to 
controvert, or may request that he be 
notified if the Commission should order 
a hearing thereon. Any such request 
should be addressed: Secretary, Securi¬ 
ties and Exchange Commission, 425 Sec¬ 
ond Street NW., Washington 25, D. C. 
At any time after June 13, 1951, said 
application, as filed or as amended, may 
be granted as provided in Rule U-23 of 
the rules and regulations promulgated 
under the act, or the Commission may 
exempt such transactions as provided in 
Rules U-20 (a) and U-100 thereof. 

By the Commission. 

[SEAL] ORVAL L. DUBOIS, 

Secretary. 

IP. R. Doc. 51-6566; Filed, June 6. 1951; 

8:46 a. m.J 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

Authority: 40 Stat. 411, 55 Stat. 839. Pub. 
Laws 322, 671, 79th Cong., 60 Stat. 50. 925; 50 
U. S. C. and Supp. App. 1, 616; E. O. 9193, 
July 6, 1942, 3 CFR, Cum. Supp., E. O. 9567, 
June 8, 1945, 3 CFR. 1945 Supp., E. O. 9788, 
Oct. 14, 1946, 11 F. R. 11981. 

[Vesting Order 17856 [ 

Herman Ahrens 

In re: Trusts under will of Herman 
Ahrens, deceased. File No. D-28-12981; 
E. T. sec. 17117. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Order 9193, as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Marie Bock, Martin A. Borg- 
feldt, Anna Borgfeldt Kahrs, Johann H. 
Borgfeldt, Georg F. Borgfeldt, and Henry 
R. Muhler, whose last known address is 
Germany, are residents of Germany and 
nationals of a designated enemy country 
(Germany): 

2. That the issue, names unknown, of 
Marie Bock, and the issue, names un¬ 
known, of Maria Borgfeldt, deceased, 
who there is reasonable cause to believe 
are residents of Germany, are nationals 
of a designated enemy country (Ger¬ 
many) ; 


3. That all right, title, interest and 
claim of any kind or character whatso¬ 
ever of the persons identified In subpar¬ 
agraphs 1 and 2 hereof, and each of them, 
in and to the estate of Henry Ahrens, 
deceased, and in and to the trusts estab¬ 
lished under the will of Henry Ahrens, 
deceased, is property payable or deliv¬ 
erable to, or claimed by, the aforesaid 
nationals of a designated enemy country 
(Germany); 

4. That such property is in the proc¬ 
ess of administration by John Rade- 
macher, as surviving trustee, acting 
under the judicial supervision of the 
Surrogate’s Court of Bronx County, New 
York; 

and it is hereby determined: 

5. That to the extent that the persons 
named in subparagraph 1 hereof and the 
issue, names unknown, of Marie Bock, 
and the issue, names unknown, of Maria 
Borgfeldt, deceased> are not within a 
designated enemy country, the national 
interest of the United States requires 
that such persons be treated as nationals 
of a designated enemy country (Ger¬ 
many) . 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national in¬ 
terest. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and 
for the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 18, 1951. 

For the Attorney General. 

[seal! Harold I. Baynton, 
Assistant Attorney General, 
Director, Office of Alien Property. 

[F. R. Doc. 51-6597; Filed, June 6, 1951; 

8:50a. m.] 


[Vesting Order 17934] 

Hilda Saftenberger 

In re: Stock owned by Hilda Saften¬ 
berger, also known as Hilda Sastenberger. 
F-28-22402-D-1. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Order 9193, as amended, and Exec¬ 
utive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Hilda Saftenberger, also known 
as Hilda Sastenberger, whose last known 
address is Wurzburg, Germany, is a resi¬ 


dent of Germany and a national of a 
designated enemy country (Germany); 

2. That the property described as fol¬ 
lows: Two and three tenths (2 3/lGths) 
shares of $10.00 par value common stock 
of Cities Service Company, Incorporated, 
60 Wall Street. New York 5. New York, 
evidenced by four (4) certificates for 
twenty three (23) shares of old common 
stock of the aforesaid Cities Service Com¬ 
pany, Incorporated, three of said cer¬ 
tificates in the custody of Richard Seitz, 
148-26 89th Avenue, Jamaica 2, New York, 
numbered VL-670351 for ten GO) shares 
old stock and registered in the name of 
Hilda Sastenberger, BL-41752 for ten 
(10) shares old stock and registered in 
the name of Hilda Saftenberger, and XL- 
223154 for one (1) share old stock and 
registered in the name of Hilda Saften¬ 
berger; and one of said certificates for 
two (2) shares of old stock numbered 
XL-390645 and registered in the name 
of Hilda Sastenberger, together with all 
declared and unpaid dividends thereon, 
and any and all rights to receive new 
certificates for two and three tenths 
(2 3/10ths) shares of $10.00 par value 
common stock of the aforesaid Cities 
Service Company, Inc., 

is property within the United States 
owned or controlled by, payable or de¬ 
liverable to, held on behalf of, or on 
account of, or owing to, or which is evi¬ 
dence of ownership or control by, the 
aforesaid national of a designated enemy 
country (Germany); 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States re¬ 
quires that such person be treated as a 
national of a designated enemy country 
(Germany). 

All determinations and all action re¬ 
quired by law. including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national 
interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, ad¬ 
ministered, liquidated, sold or otherwise 
dealt with in the interest of and for the 
benefit of the United States. 

The terms '‘national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 or 
Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 24, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General, 
Director, Office of Alien Property. 

[F. R. Doc. 51-6600; Filed, June 6. 

8:50 a. m.l 








